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As is a Laurel & Hardy comedy 


Cemkshury - Wilmington 


The burglar. tried 
to pass the cops 


Two men, who are described as ig on the “wanted” list 
of several police departments were arrested early Tuesday 
morning as the result of high speed chases, and a co- 
operation of the police of three towns. 

Sergeant Jay Palmer and Officer Jimmy looney of the 
Wilmington police are credited with an arrest that probably 
solves many night time burglaries, and assisting were Of- 
ficers William Sullivan, Al Marfleet and Bob S* iley, of the 
Wilmington police. Officers Al Sciuto and Bob Aloisi of the 
Burlington police stopped one of the men, who had driven 
into Burlington during a high speed chase, while two 
Tewksbury police, Bob Cooke and James Jones ‘‘covered"’ 


the site that had been robbed while the high speed chase was 


on, 


‘The two men had broken into the 
Wilmington Radio & TV shop, on 
Main Street at Silver Lake. Things 
seemed to be wonderful for them. 
For some reason the alarm was 
off, and hanging on the wall was a 
key to Danny Cosman’s new 72 
truck. 

‘They had arrived in a small car, 
intending to fill it with radios and 
TV sets. ‘They found the truck key, 
and decided to get a lot of loot, 


STATE ORDE 


Wilmington Selectmen in 


State of 


loot.while they were at it. So they 
took off the two magnetic signs on 
Danny's truck, and loaded it up. 

Then they loaded their own car, 
and one man driving each, they 
started, at about 3 am, for Boston 
and home. 

What they didn’t know was that 
Danny's truck had a defect. The 
lighting system was no good. Of- 
ficer Jimmy Rooney, cruising the 
area, noted the defect, and started 


RED PRECINCTS 


Rebellion 


after the truck. He drove south on 
Main Street, following both, and 
not knowing the circumstances. 

‘At Dunkin Donuts Sgt. Palmer 
sat in an unmarked cruiser. He 
tod, noted the defect, in the first of 
three motor vehicles. Then he 
noted that number three car was a 
Wilmington police cruiser. 

On the radio he asked Rooney 
“You going to get that truck?" 
Rooney replied Yes. 

He cut out into the center of the 
street, and started his flasber 
The other car slowed down. 
Palmer, now in motion, passed the 
other car, and took off after the 
cruiser and the truck, which was 
now doing about 80 miles an hour 
through Wilmington Square. 

Near Polyvinyl, on Main Street, 
right by the Town Park, the driver 
of the fleeing truck lost control, 
and it smashed into an electric 
light pole.» There was a big flash in 
the air, There was a transformer 
‘on the pole and it blew up and the 
wires came down. 
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THURSDAY JANUARY 25, 1973 


House: 
Street. Capriin 


THE REVEREND TADGELL 
HAS RESIGNED 


ved on several civic com- 
ittees. He is a past president of 
he Wilmington Council of 
‘The Rev. H. Allen Tadgell, Jr, Churches, a charter member of 
pastor of the Congregational the Wilmington Family 
Church in Wilmington for the past Counselling Service of which he is 
seven years, resigned. Sunday to €urrently treasurer and was one of 
accept the ministry of the Firstethe charter members of the 
Congregational Church in Wilmington Kiwanis Club. He was 
Fairhaven, Massachusetts, effec & charter member of the Family 
tive April 1, 1973. ‘The Rev. Living Committee of the 
Tadgell began his ministry in Wilmington Public Schools and is 
Wilmington in Magch, 1986, having Berving his seventh term as 
formerly served as pastor of the Chaplain of Friendship Lodge of 
North Congregational Chureh in Masons. He has also been active in 
Winchendoa. Royal Arch Masonry and is a 
He did his undergraduate work Shriner. 
at American International College” Mr. Tadgell served on the Mis- 
in Springfield and received his $ion Committee of the 
theology degree from Boston Metropolitan Boston Association 
University School of Gnd is a former director of the 
Since 1966, he has appeared in Churchman’s League for Civic 
‘Who's Who in the East’. In Welfare. He has currently been 
Wilmington, Mr. Tadgell has Serving as chairman of the 


the Park Street Acres Association,” monwealth of Massachusetts and 
‘on the Board of Directors of the eurrently heads up a seven man 
Baldwin Civic Association as well special consumer protection sec- 

ion dealing with recovery of all 


163, 
Methodist Church, currently ser- He is chairman of 
ving as treasurer, and is a Wilmington Electric Light S 
volunteer instructor ‘in Physical Cqmmittee and an Airforce 
Fitness at the Wakefield YMCA. veteran. He is a member of 


Wilmington’s Board of Selectmen are in a near state of rebellion over the Mr. Mather, a native of Lynn, Father Croke Council No. 4962 of 


predictably mounting costs of voting, by precincts. Monday night they re-acted 


angrily to the latest news on precinct voting. 


Last summer the voters of Wilmington were divided into six precincts, in con- Apprentice Program and holds a 


received his secondary education the Knights of Columbus and a 
in the Lynn public schools. He is a member of the Board of Trustees 
graduate of the General Electric of the Wilmington Community 
Fund. 

Mr. Hooper's experience in- 


certificate in Mechanical 


formity with the new law passed by the legislature. The Selectmen didn’t like the Engineering {rom the Lowell cludes eight years as a Construc- 


idea. They could see coming mounting costs, and mounting tax rates, and they Institute School at M.I.T. 


wanted to keep the costs down, 


Voting by precincts, they argued, would mean six separate voting places;and degree 
poll workers for all six places. They sent a letter to the Town Counsel. and asked a-Engineering, he also. has done 
number of questions. One was most significant, viz: ‘What is the penalty if we 


don’t conform to the law?” 


Monday night, in the 
Selectmen's meeting the board 
was informed by Town Manager 
Sterling Morris that plans are 
being made to have the voting in 
March in the High School, but that 
voters from three of the new 
precincts in Wilmington will vote 
in the small cafeteria of the high 
school. and voters from the 
temaining three precincts will 
vote in the gymnasium, 


1D THACKERAY 
is IDATE FOR 
SCHOOL COMMITTEE 
Richard W. Thackeray, 20 
Kelley Road, Wilmington has ai 


‘There will be chains put up, he 
said, to guide the voters to the cor- 
rect section of the high school for 
voting. Twenty four new poll 
workers will be needed. There will 
be four voting machines for each 
precinct, that is, twelve in the high 
school gymnasium, and twelve in 
the small cafeteria. 

Then, the Town Manager added, 
the Town Clerk would like the 
Selectmen to appoint the new poll 


nounced his candidacy for election 
to the Wilmington School Com- 
mittee. Appointed to fill the 
vacancy of Walter McNamara, he 
was elected as the Legislative 
Representative of the School Com- 
mittee. 

Mr. Thackeray, married and the 
father of three, is employed as 
Offset Systems Representative for 
A.B. Dick Co. of Waltham. While 
employed by Information 
Dynamics Corp. he was consultant 
to New England Colleges and 
Universities, assisting in the 
development of Library Informa- 
tion Retrieval Systems. 

Mr. Thackeray is a captain in 

— the 26th (Yankee) Infantry Div. 
Mass. Army Reserve National 
Guard and is a graduate of Mass. 
Military Academy. He is also a 
graduate of Malden High School 
and Gram Jr. College. He has 
served as a member of the 
Wilmington Redevelopment 
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Kelleys Oyster House 


SPECIALIZING IN SEAFOODS 
AND CHARCOAL BROILED 


STEAKS 


LUNCHEONS - DINNERS 
BANQUETS 
178 MAIN STREET 
NORTH READING 
664 - 2103 


workers as soon is possible, in 
order that she may plan a training 
course 

‘The questions by the selectmen 
were polite - but they were angry. 

Why do we need chains to guide 
thé voters? Why cannot everyone 
vote in the same place - the high 
school gymnasium, especially as 
seeing that the vote this Marsh is 
expected to be about 30% of the 
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CHARLES F. MATHER 
CANDIDATE FOR 
WILMINGTON SELECTMAN 


Charles F. “Chuck Mather, Park 
St... Wilmington, past chairman 
and seven-year member of the 
Wilmington Finance Committee 
has announced his candidacy for 
the single vacancy on the Board of 
Selectmen. 

Chuck, his wife, Fran, and their 
five children have lived in 
Wilmington for over thirteen 


A. tion Supervisor, involved with the 
graduate of Boston University. building of roads, sewer in- 
holding a BAchelor of Science stallations, water mains and 
in Aeronautical general construction, He is 
married to the former Alice 
graduate work in Business Ad- McCarthy of Chelsea and they 
ministration. Presently he is have three children 
employed a8asystem designer for His involvement in town affairs 
Raytheon at~its Systems gives the over-burdened taxpayers 
Engineering Laboratory in Bed- 4" opportunity to elect a select- 
ford. . man with a well-rounded 

Chuck feels that the seventies knowledge of the-town’s problems 
will be a period of rapid growth and needs. 
and change for Wilmington. Many Mr. Hooper feels that he can 
new homes continue to be built. give Wilmington residents the 
new industry will locate in town, a 4SSurance that he will unselfishly 
new high school is just around the devote the time and energy 
corner, and soon" the proposed Mecessary to ensare efficient town 
relocation of Route 129 government, while taking into con 
provide opportunities for the Sideration all the needs of our 
renovation of the center of Town &Fowing community. 

Chuck's experience asa finance In times like these when 
committee member will bring 10 cry out for tax relief, 
the Board of Selectmen an in-depth Voters are looking for a candidate 
knowledge of the fiscal Who will seriously consider all the 
requirements of all Town Pedple of Wilmington. Mr. Hooper 
departments as their respon- feels that selectmen and other of- 
sibilities grow in the seventies. ficials should not get elected for 
the purpose of spending money. 
but for trying to save money for 
the town. 


All concerned citizens who 
would like to assist in electing Mr. 
Hooper. or who would like to 
exchange viewpoints relating to 
current and future issues concer: 
ning Wilmimington may do so by 
contacting him at 658-5169 


The Town Crier made an error 
last week in reporting Dan 
Ballou’s new address, it should 
read: Daniel H. Ballou Jr., SA 
017420909 §-2: USS Springfield 
(Clg-7); FPO.N.Y.. 09501 


Two 
FULL-TIME 
‘SECRETARIES 
WANTED~ 
Two Full Time secretaries, 40 


Per week, 52 weeks per 
eer, te. work in the Office of the 


GEORGE HOOPER IS 
WILMINGTON CANDIDATE 


George W, Hooper, 33. of 
Allen Park Drive, Wilmington b2s 
announced his candidacy for ele 
tion to the Board of Selectmen 
Mr. Hooper is an Insurance 


years. During that time, in addi. Examiner for the Division 

tion to the finance committee, Banking and insurance De; 

Chuch has served as president of ment of Insurance for the Com 
NEXT COLUMN NEXT COLUMN 


A fire Sunday destroyed this unoccupied home on Deck 
1 sulfered @ fatel heart attack while directing firefighters, 


Wilmington “Key 73" Committee. 
Since October, 1972, when the 
Congregational | Church 
transferred from the’ Metropolitan 
Boston Association to the Andover 
Association of the United Church 
of Christ, Mr. Tadgell has been an 
active member of the Andover 
Association. 

Both the Rev. and Mrs. Tadgelt 
are natives of Massachusetts. He 
is the son of the late Dr, and Mrs. 
Henry A. Tadgell, Sr. Mrs. 
Tadgell, the former Joyce E. 
Smith, is the daughter of the late 
Rev. Dr. and Mrs. Burton B. 
Smith. The Rev. and Mrs. Tadgell 
met while students at American 
International College and were 
married in 1954. "They have two 
children: a daughter, Kimberley, 
age 9 and a son, Mark, age 6. 


JOHN J. COONEY RESIGNS 
FROM PLANNING BOARD 


John J. Cooney, 73, of 1004 An- 
dover St.. has’ 
from the town planning board 
Cooney was a member of the board 
when it was created almost 22 
years ago. 

His resignation left only David 
Cook as a candidate to fill 
Cooney’s seat. the only one due to 
be contested in the March elec- 
tions. The deadline for filing 
nomination papers with the town 
clerk is 5 p.m. Saturday. 

Cooney was a veteran of 25 years 
service on the planning and 
appeals boards, and water com- 
mission. Members of the planning 
board remarked that Cooney 
served 20 years in unpaid positions 
before a small salary was granted 
to members of the planning board 
five years ago. He had been ill and 
absent from planning board 
meetings in recent months. 

Chairman Joseph Doherty com- 
mented, “I think it is a great loss 
to the town. He was the founder of 
the water department and a guy 
who never really looked for 
anything. 

In a letter of resignation to town 
officials dated January 14, Cooney 
wrote, "After serving the town of 
Tewksbury in various capacities 
for so many years, I find this letter 
most difficult to write. Because of 
my age. I feel that I cannot con- 
tinve to serve the townspeople as I 
have in the past, and thus I wish to 
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Responsible 
citizen 
Wanted 


It is, in one sense of the word. 
five minutes to midnight. Next 
Monday at 4:30 pm the candidates 
for political office in Wilmington 
must have filed their nomination 
papers with the Wilmington Town 
Clerk. 

‘Approximately five persons are 
interested in the three year terms 
of the School Committee. There 
are others interested in all other 
offices that are open - save one. 

That is the only elected com 
mittee in Wilmington that is trying 
to make money for the town - the 
Wilmington ReDevelopment 
Authority, in charge of the land off 
Eames Street which, it is hoped, 
will one day become an industrial 
park. and make its contribution 
toward reducing the tax rate. 

Any responsible citizen who may 
be interested should call the Town 
Clerk, or Chairman of the WRA 
Ray McNamara. Mr. McNamara 
can often be found at his tire store, 
on Main Street. 


Wilmington Public Library 
Wilmington, Ma 01687 


Copy #2 


FIFTEEN CENTS 


Thirty four left to fight fire, 
only thirty three Returned 


Capt. Frederick R. Millett was 
off-duty Sunday, but nevertheless 
joined 33 other regular and call 
‘Tewksbury firefighters tobattle a 
two alarm house fire reported on 
Dock Street at 1:16 a.m. At 4:50 
a.m. the fire was extinguished, and 
the other men returned to their 
fire stations. But Captain Millett 
didn't. 

Millett, 47, of 6 Kelley Terrace, 
was dead by then of a heart attack 
he suffered while directing the 
men of Engine 5 in battling the 
blaze. He was the second 
Tewksbury firefighter in a year to 
die in the line of duty, and was 
senior man in terms of years 
served in the department. 

Engine 1, under Capt. James T. 
Grourke, responded to the alarm 
first. Grourke found flames 
bursting through the roof of the 
unoccupied home, owned by Sophie 
Dubinski, He rang a second alarm 
at 1:18, and Millett was among 
those who answered the call whis- 
tle. 

Millett rushed to the blaze with 
Engine 5, and aided Grourke and 
Capt. John C. Cuneo in directing 
the men of Engines 1,2,3,5 and 6 in 
the battle against the flames. At 
1:38 Capt. Cuneo noticed Millett 
leaning into the cab of Engine 5, 
radioing the fire stations the fire 
was under control. 

Slumped over seat 

A few minutes later, Cuneo 
glanced at Millett again and 
realized he hadn't moved from his 
position half in the cab of the 
truck. He walked to the cab and 
found Millett apparently un- 
conscious, slumped over the seat 

Cuneo immédiately called other 
firefighters to Millett's aid and 
radioed for an ambulance. 


the met oe nd Rober 


Briggs, Robert F. Lafreniere Jr 
and Capt. Grourke tried to revive 
Capt, Millett until firefighters 
Richard T. Sheehan and James E. 
Farley arrived with the am: 
bulance. 

Farley drove the ambulance to 
St. John’s Hospital in Lowell while 
Sheehan and Russell Millett 
applied cardio-pulmonary- 
resuscitation equipment to Millett 
during the trip. But their efforts 
and those of the’ emergency room 
crew at St. John’s failed to revive 
the captain, 

Was popular 

Millett_ was well liked by the 
imen of the department. He was 
the son of a firefighter, and of his 
two children, W. Russell, 23 is a 
regular firefighter, and Frederick 
R., Jr. 20, serving on the U.S.S. 
Ticonderoga, was a call firefighter 
before he joined the Navy. 

‘The captain had a reputation of 
responding to almost every call 
fire whistle since he joined the 
department in 1946, He was ap 
pointed captain of call firefighters 
November 1, 1949, and was named 
permanent captain March 5, 1951 


Millett suffered severe burns 
while fighting a propane tank 
explosion on Chapman Road 
February 9. He was hospitalized 
for a week as a result of the burns, 
and wasn’t able to return to duty 
until two months later. 

A life-long resident of 
Tewksbury. Millett was the son of 
the late William R. and Margaret 
(Fitzgerald) Millett, He married 
the former Ruth Blackburn in 1948, 
and they would have celebrated 
their 25th wedding anniversary 
June 12. The Milletts resided in a 
home he built with the aid of Fire 
Chief William A. Chandler. 

Survivors listed 

In addition to his widow, mother 
and sons. Millett is survived by a 
sister, Mrs. Queena Kelleher. and 
a brother, Emmett. all of 
‘Tewksbury 

Millett was a good family man, 
and enjoyed working in his garden 
during off-duty hours, The captain 
often brought grocery bags full of 


Capt. Frederick R, Millett 


his home-grown vegetables to 
work for the men to enjoy as part 
of their meals. 

‘A World War It Navy veteran, 
Millett was a charter member of 
the Tewksbury-Wilmington Elks 
Lodge 2070. He was also a 
member of the town VFW post; 
the Jackson Gourley Post 259, 
American Legion; the Tewksbury 
Firefighters Assn.. Firefighters 
Union Local 1647, AFL-CIO, and 
Holy Name Society. Until recently 
he managed the Orioles of the 
town Little League, and earlier 
coached for the team. 

All men of the department stood 
15 minute shifts as honor guards 
during visiting hours Tuesday and 
* . 
Sone irk ae aE HOE 

~ Procession today 

‘At 9am. today the body watt 
scheduled to be brought from the 
funeral home to St, William's 
Chureh. The procession will be led 
by a police cruiser, followed by an 
honor guard provided by the 
Chelsea Fire Department 

Next in line will be 

ing flowers, with FF Russell 

sourley Sr. driving, and Engine 

ring Nlowers with FF Merrill 

Marshall driving. Behind 
Engine 2 will be all the other of- 
ficers, regular and call firefighters 
in the department except Chief 
Chandler and FF Paul A 
Mahoney 

Mahoney will drive Engine 5 
behind the marching men, with 
Millett's ec: et resting on it, 
because Millette served with 
Engine 5 when he was striken 
Chief Chandler will be seated 
beside Mahoney, tolling the bell on 
the truck. 

Behind Engine 5 will be im 
mediate members of the family in 
cars, Friends and other relatives 
of Millett have been asked not to 
join the procession until after the 
funeral Mass at St. Williams. 

Engine 5 bears body 

At the church, the men of Engine 
5 will serve as pall bearers, in- 
cluding Mahoney, Allen J. Han- 
cock, William McAllister, Kenneth 
W. Holden, Richard A. Starling, 
Larry H. Nawn, Robert A. Fowler, 
Richard A. Gath, Thomas Ryan 
and Robert E. Collins. 

After a 10:00 funeral Mass, the 
procession, with relativ and 
friends now following the cars of 
the immediate family, will 
proceed to the cemetery. Among 
them will be the entire Bourd of 
Selectmen and other town of- 
ficials, The line of march will be 
along Main Street. by the central 
fire station, and up Lee Street to 
Tewksbury Cemetery. where in- 
terment ceremonies will be held. 


gine 1 


Billerita 
and the American Red Cross will # 
standby in Tewksbiiry stationsito 4 
cover for the men of the depart- 
ment 


Town of Wilmington 
Finance Committee 
Public Hearing 


The Wilmington Finance Committee will hold a Public 
Hearing on All Articles of the Warrant for the Annual 
Town Meeting, starting at 7:30 pm on February 1, 1973, 
in the Herbert C. Barrows Auditorium of Wilmington 


High School. 


Arthur Spear, Chmn. 


Wilmington Finance Committee 


LAST MINUTE 


WINTER 
Singer earning Centers for Early Childhood Education 


EDITION 


February openings 
available 


Winter's & good thme to reg 
ister your children ages 
3 to-8 at Singer Learning 
Center, Each enrollment 
plan gives children an 

rtunity to discover 
mathematics, science, 
language, creative expres 
sion and he world of 


Janvary Orientation 
for Two-Year-Olds 


Singer Learning Gen: 
ters have been quite 
succensful in their Orien 
tation for Two Year-Old. 
Prograto, T 
structured 
yung child attend tbe 
Center for a few hours a 
week. Parents are wel 
come to join their child 
and watch how he or she 
can adjust wocially and 


min addition, the new 
learning center 
Sar equpraent a 
qualified teaching staff. 
Transportation also is 
available. So vall the direc- 
{or gow and nd outifone, | Seationaly at a early 
archi 's schedule. age. Inquire at the Center 
Remember about future dates. for 


dren beginning age 3. these programs. 


594 Chickering Road, No. Andover, Mass. 


(A Glamour Girl from 
Boston Escort Service) 


ENTER THE FABULOUS 


‘Night: On- Us Sweepstakes 


ee 
it Ff i 


‘Open eves. except Wed. & Sat. Tel, 


OIL HEAT IS 
PROVED BEST 


Safe, Dependable, Economical & Clean 


Fivzcerato [Puen 


319 Main St., Wilmi 


Deaths . 


SERVICES TODAY FOR 
EDWARD F. DeANGELIS 


Edward F. DeAngelis, of 379 
Salem Street, Wilmington passed 
away at Choate Hospital, Woburn . 
on Monday morning following « 
lengthy illness. 

Mr. DeAngelis, who was 68 years 
of age at the time of his death; was 
born in Troy, New York, the son of 
the late August and, ‘the late 
Amelia (Polizzi) DeAngelis. He 
had been a resident of Wilmington 
for the past 33 years and beforeis 
retirement was employed as a dié 
maker for the Reece Adler Com- 
pany of Woburn. 

Mr. DeAngelis is survived-by his 

wife, Mrs. Anna R. (Udiskey) 
DeAngelis, his son Edward B. 
DeAngelis gf Pembrook, his 
daughter. Mrs. Jean A. McAuliff of 
Wilmington; his three brothers, 
Alfred, August and Harold 
DeAngelis of Connecticut and his 
sister. Mrs. Helen Gample of New 
Jersey, 
‘The funeral will be held from the 
W.S, Cavanaugh & Son Funeral 
Home, 374 Main Street, 
Wilmington this morning 
(Thursday) at 10:15 followed by a 
Funeral Mass at St. Thomas 
Chureh at 11 celebrated by Rev. 
FAther Edmund L. Parker. Burial 
will take place in the family lot 
Wildwood Cemetery. 


ELIZABETH J, DOUCETTE 
50 YEARS IN WILMINGTON 


Mrs. Elizabeth J. Doucette, 
formerly of 64 Ballardvale Street, 
Wilmington died at the Braintree 
Manor Nursing Home on Thursday 
evening, January 18th following a 
prolonged illness. 

Mrs. Doucette, who was 83 years 
‘of age at the time of her 
born in Boston, Mai 
daughter of the late James and the 
late Jane (Paden) Nixon. She 
had been a resident of Wilmington 
for over 50 years before taking up 
residence at 60 Albatross Road, 


WILMINGTON 
HOSPITAL 
BUILDING FUND 

be 


was the wife of the late 
E. Doucette and is 
son. Clarence E. Doucett 
Grand Prairie, Texas; 
brother: William Nixoa'of 

. Mildred 


she had resided and her two 
grandchildren. 

‘The funeral was held from the 

W.S. Cavanaugh & Son Funeral 
Home, 374 Main Street 
Wilmington on Monday ai 
9:15 followed by a Funeral’ 
St. Thomas Church @t 10. 
celebrated by Rev. Father Ed- 
mund L, Parker. Burial took place 
in the family lot, Wildwood 
Cemetery. 


HOSPITAL FUND 
CONTRIBUTIONS 


Relatives, friends and loved ones 
honored by contributions in their 
memory, this week to the Wilmingtoe 
Regen Hospital: Building Fund. in 


“taunt Edna Melzar lovingly 
remembered by Beverly and David 
Sullivan. 

Edward F. McLaughlin (Saugus) 
formerly of Wilmington from Mr. and 
Mrs. Charles Cortin. aN 

Edward F. McLaughlin (Saugus) 
formerly of Wilmington lovingly 
remembered by his daughter Patricia 
and Raymond St. Pierre and Family 


Lynch. 

Janet D, Small from Mr. and Mrs 
Frank D. Curley 

Janet D. Small from Alice and Len 
nie Chi 

Janet D, Small from Mr. and Mrs 
John Robbins, Sr. 

Margaret Lydon, mother of Mrs 
Rita DePasquale, from Mr. and Mrs. 
Joseph App. 

Margared Lydon, mother of Mrs 
Rocco DePasquale, from Mr. and Mrs 
Leonard Chisholm. 

Margaret Lydon, mother of Mrs 
Rocco DePasquale from Mr. and Mrs 


Mrs. Margaret Imbimbo from Billie 
and Van Murray. 
John W, (Mike) Duggan, father oi 


WE HAVE CUSTOMERS WAITING 


657 - 7028 ’ 658 - 2845 


erving Wilmington over 35 Yrs 


COOMBS FURNITURE 


Quality & Economy 
464 MIDDLESEX AVENUE 
NORTH WILMINGTON 


C.H. HALL & SONS 
Roofing -_ Silos - Gutters 


658 - 2486 851 - 4731 


658-4511 


‘The emblem which makes certain that ALL 
your insurance needs will be handled promptly, 
professionally and economically. Talk to us. 


Bedell Brothers Insurance Agency. inc. 
40% Main St. 658-9116 Wilmington, Mass. 


MARION T MURPHY 
943 Main Street 


REAL ESTATE 
RESIDENTIAL 


A pane of pass ls woually set 
putty or a glazing 

sure that the glazing veateral 
not cracked or loose. 


Casement windows leak 
sometimes because of improper 
installation. All windows should 
be installed with a flashing to pre- 
vent moisture from being forced 
‘m around the frame. 


TRI TOWN 
DRIVING SCHOOL, INC. 


anainns 
<1 > aan 


bet 
Mew Englang tostftut 
for DRIVER EDUCATIO 


INSURANCE 
AGENCY 


Complete insuronce 
Service: Fire, lite, 
Convelty, Surety 
1764 ‘Main St. (Rte 38) 
Tewksbury 


851-2241 


Check your windows. You can 


Charles McCarthy, brother of Mrs. 


- Alice Pratt. from Billie and Van 
‘Murray. ¥ 


Connors, 
‘reek from Alice and Lennie 


Flora Smith lovingly remembered on 
she bicthday by her daughter Van and 
 Bullie Murray. 


Sarno (Everett) from Mr. 


‘Anthony 
“and Mra. Salvatore Vittorioso (Somer- 
ville), 

Emanuel Blanco (Somerville) from 
Mr. and Mrs, Salvatore Vittorioso 
(Somerville). 

Guilo Conchiglia, father of Mrs. 
Tillie Walsh, from Mrs. Ernest 


Dominic A. Polvere (Quincy) 
brother of Mrs. Jean Szadis from Mr. 


and Mrs. Leonard Chisholm. 
Dominic A. Polvere (Quincy) 
‘Mrs. Jean Szadis, from 


Ernest DiGirolamo, 
Mather J. Kmon (Ware, Mass.) 
father of -Matther Kmon’ from Mrs. 
Ernest 


Walter Woodward, North Hatley, 
Quebec from Mary and Howard 


Giroux. 
Cabral (Cambridge) 


Guilherme E. 
from Bill and Gladys Barboza 

Margaret Slavin (N.H.) formerly of 
Wilmington from Helen and Dudley 
Blake. 

Gertrude Kearley (W. Peabody) 
from John and Edith Poloian. 

Eleanor Peoples (W. Somerville) 
mother of Police Officer Paul Peoples 
(No, Reading) ‘from Jay's of North 


Reading. 
Russell Halstead (No. Reading) 
from Jay's of North Reading 

Mary Helen Cavanaugh from her 
great grandchildren, Jay, Beth, 
Michael and Michelle Emond. 

Henry Skilling, father of Gerald B. 
Skilling from: Mr. and Mrs. Walter 
Hall, Mr, and Mrs. Frank DeVita; Mr. 
and Mrs, Ronald DeVeau, Mrs. Kathy 
Todd, Mr. and Mrs. George Bright, Mr. 
and Mrs. Robert Burns and Mr. and 
Mrs. James Murphy. 

Mrs. Catherine Horgan, mother of 
Daniel Horgan from The BRSA, No. 


LEAGUE BOARD MEMBER 


Ae Board of Directors of the 
gue of Women. Voters -of 


ue by-laws, which 
prohibit participation in ‘partisan 
politics by a member of the Board. 

Sirice Mrs. MdKie will be acting 
s-campaign manager for a can- 
didate in the town election she 
resigned before accepting the post. 


HIGH SCHOOL EQUIVALENCY 
AT NORTHERN ESSEX 


Northern Essex Community 
College, named official test center 
for the General Educational 
Development Testing Program by 
the State Department of Education 
in 1968, administered twenty-two 
batteries of GED tests in 
December, One eight 
hundred and thirty-three persons 
had previously been tested at the 
center, 


“Rathcof. the: sduite whe 
successfully the series 
of five tests may apply for a High 


based on the results of the GED 
test scores dates from July 1967 
Massachussetts State Department 
of Education policy. 

‘The tests are given periodically 
at Northern Essex op Friday 
evening and Saturday. The entire 
battery of five tests can be taken in 
about ten hours. ‘Those wishing to 
take the tests file an application 
available at the college, and are 
notified of the next test dates. 

Applicants for the Equivalency 
Certificate must be at least eigh- 
teen years of age and the class in 
which they were originally 
enrolled must have graduated. 
Certification of this fact must be 
Presented to the test center upon 


from application. 


and Mrs. Carl Johnson 
(Peabody) from Mr. and Mrs, Donald 
Hentschel and Family. 

Edward J. Murray lovingly 
remembered on his birthday by his 
brother Billie and Van Murray. 


Loam-Grave! 


More information, application 
materials, or advice about this 
program are available by calling 
the College at 374-0721, ext. 206 or 
ty writing Examiner, GED 
‘Testing m, Northern Essex 
Community College, Haverhill. 


= all 


Bockhoe Work 


TEWKSBURY 
-RECREATION PROGRAMS 


A time change has been made in the Tewksbury 
Recreation Saturday afternoon basketball schedule. 
‘The ‘boys senior group will be changed to 12:30. The 
junior group is changed to 2:00, in order that younger 
boys who bowl for the Recreation Department on 
Saturdays can also play basketball. 

“The 3:00 pm senior game full court will stay the 
same. These teams are told in advance who plays the 
3:00 game. 

‘The Saturday boys beginners hockey. program isheld 
in two sessions: one from 6 to 7 am and the other from 
7 to 8 am on Saturday mornings. 

The last Saturday of each month ‘this hockey 
program from 6 am to 8 am is replaced by. general 
skating for all residents of Tewksbury. 

Girls figure skating does not begin until March 10th 
at 12:30 for advanced skaters, (two or more badges), 
and 1:30 for new skaters. Girls are placed in small 
groups with others of the same ability. Then, as they 
improve, they more to a more advanced group until 
they move to the more advanced hour. 

‘The basketball program is held in the high school 


gym. 

‘The above hockey program is held at the Billerica 
Forum. The figure skating program at the Forum 
starting on March 10th to May 26th, will hopefully get 
more ice time because of the increase in numbers who 
register; this will be determined at town meeting. 

All of these programs are sponsored by the 
Rewksbury Recreation Department and paid for by 
the citizens of Tewksbury. 


TEEN TIDBITS 


by Kathy Helder. 

Tuesday, January 16, there was an assembly for the 
members of the junior class. It was about ‘The Worth 
of Organized Religion," and there were six speakers 
and a panel of students who discussed the subject. The 
panel included Gibby Solon, Mike Hites, Stan Kerr, 
Karen Houston and Debby Johnson. 

Fr. John Malley received most of the questions, 
primarily about Catholicism. One panelist asked Fr. 
Malley what he, a Catholic priest, gained by not get- 
ting married. Fr. Malley, in substance, said he could 
serve only one master, his church, 

Most students were interested in the Rev. Richard 
R, Greene, of Bethel African Episcopal Methodist 
Church of Lowell 

Students found the “clean air" car displayed by 
Lowell Gas Company outside the high school 
auditorium Wednesday. It was a modified sport 
Maverick with many unusual safety features on it. 
The car is driven either by natural gas or gaseline. 

On the lighter side, did you see the pied piper walk 
through the TMHS courtyard Friday around 10:30 
a.m.? No one knows who he was, but he sure made a 
lot of noise. Marks close officially this week. 

If you have information on teen events or teenagers 

 in'Tewksbury, contact Kathy Heider at 851-2652 or by 
; Mail alBox 68,-Tewksbury, Mass ‘ 


RONALD ISABELLE Dewey St.. 


Tewksbury has 


BACK AT NORFOLK 


Navy Petty Officer Second Class 
Ronald R. Isabelle, son of Mr. and 


returned to his homeport at, Nor- 
folk. Va., after an extended 
deployment in the Western Pacific 
aboard the world’s largest heavy 


KMOLLWOOD FARM DAIRY 
(319 Andover $t., Herth Wilmington, Mass. 
DAIRY PRODUCTS WOME DELIVERY 


Parties, Cornivals, Bazoars 
rotes 
944 - 6798 


“WRIGHT ELECTRIC CO. 
ELECTRICAL CONTRACTORS 


WILMINGTON 657 - 7195 
MEME TAT | © MEAT AD A 


Cesspools & Septic Tanks 


Loam 8° Back Hoes & 
5 Yard Minimum | Shovel Dozers 


per load FOR RENT 
JOSEPH H APP 


Wilmington 658 - 2223 


GEORGE G. ROBERTIE 
jocksmith 658 - 2206 


KEYS - LOCKS 
Bonded  AUTO- OME INDUSTRIAL 


Meet the new symbol 

of Lowell Gas Co. It 
symbolizes the contribution 
of natural gas to our 
environment re air, 
the clean landscape 

and fresh water. 


Mrs. Ronald W. Isabelle of 59 cruiser USS Newport News. 


Wilmington Pet Shop 
kt 38-129 Colonial Park Mall 658 


Specials of the Week 
Fish marigolds 10 gal 


; glass tank 
Zebras 
4 for $1.00 


5 year Teed 


15 gal 
5 ya, urate 
mde 


Hamsters 
2 for $5.00 
Ber arene DynaFlo outside 


Guinea Electric No. 410 
$2.90 Filter $9.99 


PLUMBING & HEATING CORP. 
NEW REMODELING — REPAIRS 


ALBERT A, SALERA 


MASS. LIC. 6811 658-6118 


In Wilmington its Woodside’s 
WILMINGTON CENTER 
PHARMACY 
PRESCRIPTIONS OUR 

FIRST CONSIDERATION 
FREE PRESCRIPTION 
DELIVERY 


HOURS: MONDAY thru FRIDAY 9 to 9 
SATURDAY 9 to 6 - SUNDAY 9 to 1 


Wilmington Center Pharmacy, Inc. 


Beaiors Main St. Tel. hedsnalsd 


ROCKPORT FISH MA 
169 Haven St. Reading 944-0076 


STORE HOURS: 
FRESH 


TYSA PRESIDENT 
RESIGNS 


meeting of the-Tewksbury 
You Skating” Association was 
hata Tues 


and pres 
ception reigned effective January 


Mi coats was forced to 
because of imminent Telocatiod ot of 
bis job and family to Albany, NY 
The remainder of his'term will be 
lg by the vice-president Loyd 


Four years ago Tewksbury had 
two hockey teams and a Saturday 
morninig beginners program. The 
tryouts for these two teams.was 

overwhelmed by over 250 boys. 

Everyone that there 
should be.a program for boys not 

fing the team, . Dick Bryant 
and Fred Carpenito ‘decided to do 
something about the probl 

Considering all the unknown fac- 
tors at that time (where to get ice, 
how to form an association, for- 
ming, teams, raising funds, 
acquiring coaches, ete.) it took a 
special kind of courage and spirit 
bates that first step in forming 

e TY: 

The phenominal growth and 
success of the association is 
excellent testimony to the courage 
and dedication of Dicy Bryant 
The TYSA executive board is 
holding a testimonial dinner for 
Dick the firstweek in February. 
Anyone interested should contact 
Tom Gannon, player agent. 


MRS. WATERS KELLOGG 
ADDRESSED TEWKSBURY 
GARDEN CLUB 


Mrs. Waters Kellogg was the 
guest speaker at the meeting of the 
Tewksbury Garden Club, held at 
the Harold Patten Public Library 
last Wednesday evening. 

Mrs. Kellogg. an Andover resi- 
dent, is a well-known speaker on 
birds and receives calls from peo- 
ple inquiring about various 

es. She is presently working 
at Andover Academy in charge of 
archives, is a member of the An- 
dover Conservation Commission 
and is serving on Board of 
Directors of the Mass. Audubon 
Society and: New England 
Wildflower Society. 

Following the 
refreshments were served by the 
hospitality committee, Mrs. 

chai Vivo, Mrs. Richard 
Donahue and Mrs, Melvin Dyke. 
‘The centerpiece. prepared by Mrs. 
Eugene Walsh. Aen white 
carnations and greet 7; 


meeting 


iv. esa 


FRESH CUT 
Colonial 
COLD CUTS 

Bologna 

Chicken Loaf 
ffuxury 

Pickle & Pimento 
Veal Loaf 

Mac & Cheese 
Polish 


mz2-2 <Azm<mve 
92zcOoOU bP “4zmn 


Imported 
Ham 


1.59 


Virginia 


Baked Ham 1.99 


ort 1.49 


Maple Leat 


Franktorts 1.79 
Corned 1.79 


Beef 
‘Stutted 
Clams 


6/98 


un 


SUPERMARKET, Inc. 


ROUTE 129 + Wi 


ILMINGTON 


211 LOWELL STREET - AT WOBURN stResy 


We reserve the right 6 limit 
item 


COLONIA 
SMOKED 
PICNICS 


US. CovT 
“toon” 


K gram * 


suethmneert ‘ 


L 


69: 


U S CHOICE 


NY 
SIRLOIN 
STEAK 


$129 


US CHO! 


BACK RUMP 
OVEN ROAST 


STEAK 
ROASTS 


ae 


=, $]4 45 


STEAK SALE 


RACE’ RUMP!” 


TOP ROUND 


LONDON BROIL 
BLADE 


CUBE 


ae, 


$152 
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U.S. CHOICE HEAVY STEER ICE 


Bottom 


Round 


OVEN 


ROAST 


TRIMS ~ 


COLONIAL 


‘Cry-0-Vac’ 


Shoulders 


“TRIMS” 


Roasting 
Chickens 


5-6 LB AVE 


395 
39: 


PAGE THREE 
SWIFT - SWEET CREAM TUB 


CREAM 
ALL FLAVORS 


ROMAN 
PIZZA 
25 0Z 
CHEF KRINKLE 
FRENCH 
FRIED 
POTATOES 
SWIFT 
BROWN’n 
SERVE 
SAUSAGE 
FRESH FROZEN 
MORTON’S 
CHICKEN 
IN BASKET _ 
DAILEY'S 
WHOLE 
KOSHER 
PICKLES 


10 PAK 79° 


SAVE 26¢ 


69: 


__ SAVE 20¢ 


59%: 


SAVE l6¢ 


35 


5 Lb 


2LB 54 59 
SAVE S0¢ 


59% 


SAVE 26¢ 


49: 


SAVE 20¢ | 


COLONIAL 


BACON 


480Z 


COLONIAL 


DAISY 
HAMS 


LINCOLN 
APPLE 
JUICE 


COLUMBIA GEM 
SEMI-BONELESS: 


HAMS 


1° 


US: CHOICE 


SIRLOIN TIP 
STEAK 


T a 


DEL MONTE 
CN. VEGETABLE SALE 


PEAS 14 0Z 5/51 


CREAM CORN 
KERNAL CORN 
CUT GREEN BEANS 


SAVE 35¢ 


STEAK ‘ail SE: 


CHUNKS-O-BEEF 
HORSEMEAT. & GRAVY 
Zz 


HADDOCK 
FILLETS 


$149 


DRAKES 
DEVIL 
DOGS 


‘oie a 


SAVE l6¢ 


ELECTRASOL 
FOR 
DISHES 


CENTER SLICES 


HAM 


vv brs 


BREADED 
VEAL 
CUTLETS 


99: 


a 49: 


SAVE 10¢ 


6r: 


SAVE !! WITH THESE SUPER SPECIALS 


BANANAS 


10: 


SAVE 6¢LB 
EVERY WEEK 


INDIAN 
RIVER 
GRAPEFRUIT 


6/ 
69° 


PINK OR WHITE 


ICEBERG 
LETTUCE 


29%. 


VINE 
TOMATOES 


35: 


SAVE 10¢ HD Ba SAVE 14¢ LB 


3/89 


SAVE 1% 


3/*1 


SAVE 23%¢ 


4/*1 


SAVE 24¢ 


FARM FRESH 


CHERRY 
TOMATOES 


35%. 


SAVE 14¢ PINT 


“JUICY 
TEMPLE 
ORANGES 


69. 


SAVE 10¢ 


TANGERINES | 


Ui 


39: 


SAVE 20¢ DOZ © 


EXTRA CHOICE 
CALIFORNIA 
NAVELS 


8/ 
89° 


JUMBO SIZE 


SEES Ee NE ES 


pocs== -COUPON- seee=sapenen== -COUPON- seeeemqem= -COUPON- =99*98eememeen= -COUPON- -==== 


ZUCCHINI OR 


SUMMER 
SQUASH 


29: 


SAVE 20¢ LB 


H.O. 
QUICK 
OATS ..: 

i CEREAL .--. 


ewan en nne= -COUPON- 


iContadina 'Nes Cafe 


Strength 69: {INSTANT 99 


DRANO i COFFEE 


cog ony arsucog. 
ura ma wr oath ron 
jaf wRVE ee a ar 


{LIQUID } Industrial 
cq WISK 


002 $435 


iMazzola 


JAM IP. 1979 SAV 


f 


PLOWING 
658-2370 


Wilmington Selectmen 
From Front Page 

vote last November? 

Why another twenty fout Wrorkers? 
and - last but not 

the answer to the joeetitedeen we ode 
to the Town Counsel, asking about 
penalties? 

Mr. Morris said he would try to 
get some answers, and the 
Selectmen put off the naming of 
the new poll workers, until a later 
meeting. 

Gillis went home 
‘The evening was marred, in one 


What is cholesterol” 
alcoholic fat which is present in 
many foods especially butter 
milk, meat and eggs. 


It is an 


The body needs cholesterol to 
digest and synthesize vitamin D. 
Large amounts of cholesterol are 
known to cause arteriosclerosis, 


Polyunsaturajed oils help 
reduce the amount of cholesterol 
in the blood stream and lessen the 
risk of too much cholesterol. This 
is why it is important for 
everyone to have a diet balanced 
‘im all necessary nutrients. 


Silver Lake Pharmacy, 52 Main 
St... Wilmington offers the finest 
selection of health and beauty 
‘aids to choose from. Start the 
New Year off by making Silver 
Lake your one stop shopping 
center. Open 7 days a week from 
9am to 10 pm. Phone 658-4617. 


Helpful Hint: Use a bulb 
syringe for watering plants, It's 
‘easier. and plants don’t get more 
water than they need. 

For Prescriptions, 
First Aid Supplies, 


Toiletries, Sundrie: 


WHERE YOU GET TAR RED 


> Road ; 
Fa ol om Ale 


respect, by the sudden illness of 
Selectman Danny Gillis, who ap- 
parently came down with a case of 
the flu. Mr. Gillis had to leave, at 
about the end of a debate on the 
Wilmington K of C Hall. He had 
been maintaining a solitary posi- 
tion of asking that there be a delay. 
before granting a Function Hall 
license to the K of C. 

‘Attorney Joseph Courtney, in a 
not unexpected move, made 
application before the Selectmen 
for the license, and for a Common 
vietualers License. During the en 
suing discussion Courtney agreed 
that the purpose of getting the two 
licenses was to ready his case for 
applying for a license to serve 
alcoholic beverages. 

There were two opponents, Mr. 
Gillis and Frank Belevue of School 
Street. Mr. Gillis was disturbed 
because of zoning questions, and 
others, and thought there was no 
need to grant the license during 
the same evening that application 
was made. 

‘The motions for the two licenses 
had stipulated that the Function 
Hall license be granted after ap- 
proval by the Town Counsel, and 
the Victualers license after ap 
proval by the Board of Health 
‘This was in order with the other 
Selectmen, but not with Mr. Gillis 

Mr. Bellevue told the Selectmen 
that he had asked the clerk 
whether or not the K of C was 
going to make application, and had 
been told that it was not on the 
agenda. Bellevue opposed the 
granting of an alcoholic beverages 
license, and at one point men 
tioned that there were traffi 
problems, and some 27 children 
live in the area. 

‘The vote for the two licenses was 
four with Gillis abstaining 

‘Alter the vote Selectman Banda 
explained to Belevue that the 
Selectmen were not approving a 
license. but instead were telling 
the Town Counsel to find out “Is 
there a violation?” 

Marjorie Road 

‘As he had done previously to the 
Planning Board, acting Town 
Engineer John Majeski explained 
the proposals for the alleviance of 
drainage problems o Marjorie | 


CARPET TRRATHPNT: 


Floray’s Ceramic Studio 


52 Mala 51. Wilmington 
658 - 6143 


Open 6 Days 9:30 te 4:00 
Wholesale & Retail 
Inquire Aboot Castes 


Mac & Duff's 
Hockey Specialists 
Skates 


SHARPENED 
52 Main St, Wikmlogton 
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Mr. Majeski has: easements 
which all affected have signed, as 
well as a couple of banks. "He had, 
he said, quite a session with the 
abuttors. 

‘The abuttors were afraid that 
draining the water into a nearby 
swamp was just going to increase 
the water level there, Majeski told 
the Selectmen, “and they were 
right” 

His proposals call for 200 feet of 
pipeline and 400 feet of a ditch to 
drain the swamp to a culvert at 
Faulkner Avenue. It should, he 
said, “help everybody”. He has a 
plan in which “everyone is hap- 
py". Work will start this spring, 
he told the Selectmen 

Electric Light Study 

George Hooper, chairman of the 
Electric Light Study Committee, 
appeared before the board to 
request a progress report from the 
Selectmen on the status of the 
professional study of the Reading 
Light system, voted by the Special 
Town Meeting last November. 

Mr. Hooper reminded the 
Selectmen that a substantial in- 
crease in electric charges is 
expected for Wilmington con- 
sumers. He was joined in his 
request by two other members, 
Mrs. Dianne Fielding and Rudy 
Corrasco, in a letter to the board. 

The letter reminded the 
Selectmen that $13,000 had been 
voted for the study, and that the 
sole jurisdiction is vested in the 
Board of Selectmen. Delay, it 
said, will simply defer the ability 
of the town government to deal 
with the problems posed by the 
Reading Municipal Light Depart- 
ment to Wilmington residents. 

Chairman Boylen told Hooper 
that “we are in a contractual 
situation”, and “we hope to make 
‘@ report soon"” 

Before any expenditures are 
made, he said, the Selectmen will 
confer with thé Electric Light 
Study Committee. 

Sign By Law 
Town Manager Sterling Morris 
pointed out that the town of 
Burlington has a very effective 
sign by-law, which has not been up- 
held and substantiated by the 
courts. 

Burlington, he said, had had a 
problem on Route 3, which was 
about to become a Route 1. Now 

signs are 
allowed, and if Wilmington were to 
put in such a by-law there would be 
a similar situation - no “free stan- 
ding” signs at gas stations, hot dog 
stands, ete. 

The only signs allowed would be 
those that were a part of a 
building. ‘There is no appeal from 
the Burlington By-Law the Town 
Manager said 


drainage. 
Lite R: Standing: Acting Town Engines: John Macjeski, John Honne, Mr. and 
‘Mes. Bongierne, Edie Miller, Nancy Cormeir and Mes. Rondo. 


one which allows appeals. He 
suggested that the policy of deci 
sion would be up to the Board of 
Selectmen. 

None of the Selectmen thought 
that there should be such a by-law 
on the warrant for the coming an: 
nual Town Meeting. 

Mr. Boylen noted too, the court 
case of a store that had been 
forced to abrogate some of its 24 
hour a day open for business prac 
tice. in Burlington. He wondered 
out loud about it, saying that there 
were stores in Wilmington that 
were open twenty fours a day, and 
that they were part of a chain, but 
the locally owned stores cannot do 


this. 
Taxi Fares 
After a short distussion the 
Selectmen voted to send to the 
owner of each taxi cab in 
Wilmington a “schedule of rates.” 
The motion was by. Mr. Boylen, 
and a suggestion from Mr. Banda 
was to say that there had been a 
question of a violation, and the 
enclosed card was for the informa 
tion of the operators. 
Mike Caira 
Selectman Mike Caira told his 
fellow board members that he felt 


that Wilmington would be in a ¢ 


better position if it ‘‘went along 
with the idea of transferring, in the 
Regional Mental Health situation 


43 Articles in 
Wilmington 
Warrant 


The Warrant for the Annual 
Town Meeting of Wilmington has 
now been completed. There are a 
total of 43 articles, the last being» 
rezoning article on land olf 
Woburn Street. 

‘The Wilmington Selectmen 
to sign the Warrant next Mc 
Siw. evenin: and:it will appear in be 
‘Town, Crier mext Thursday 


He thought the service would be 
better where “‘we are going to be” 
(Malden or Melrose, Ed.) Caira 
wanted a letter mailed immediate- 
ly, saying that the Wilmington 
selectmen were in favor of the 
proposal to change cities, 

Caira also reported that the peo- 
ple of Wilmington aré going to 
have to bear a share of the burden 
of the purchase of tracks from the 
Pennsylvania railroad, by the 
MBTA. 

The Town of Wilmington, he 
said, had 1.3 votes, and’ Boston had 
64. so the MBTA bought the track 
Other places that will not be 
served by the purchase were 
Revere and Malden. 


HAPPY SMILES: By the members of the Wilmington ReDevelopment Authority, in their lost meeting. 
The Autherity has successfully completed the taking by Eminent Domain of 43 ocres of lend, in South 
Wilmington, eff Eames Street, fer the development of an industrial park, @ pregrom which wos sponsored 
by the Wilmington Chomber of Commerce, and which Is expected te bring some handsome revenues te 


the taxpayers of 


Wilmington 
110 8: Bob Leahy, clerk Joon Herlow, Richord Thackeray, Chairman Raymned MeNemare, Atty, Sohn 


‘McCann end Milten Brodterd. 


NE a 


EE Meant 4 Spotlig ht 


SUSAN LANDERS TO WED 
MICHAEL CURRAN 


David T. Landers of 88 Clark St, 
Wilmington announces the engage- 
ment of his daughter Susan 
to Michael P. Curran, son of Mr. 
and Mrs. Patrick Curran of Still 
River Rd., Harvard. 

Miss Landers is a 1972 graduate 
of Wilmington High School and is 
currently employed by Microwave 
Associates in Burlington. 

Mr, Curran, a 1971 graduate of 
Wilmington High School is 
presently employed by J.V. Moore 
Co. of Littleton, 

A September ist wedding is 
being planned. 


John Cooney 
From Front Page 
retire as of this date, 

“It certainly has been a pleasure 
to serve the town over these many 
years, particularly when I look 
back and see the progress and ac- 
complishment which have been 


Joseph J. Whelan, chairman of 
the board of selecimien, said of 
Cooney. “He perhaps has dis- 
played more personal interest and 
more personal time for the town 
#ban perhaps any other person in 


ote was the moving force in 
creating the water department and 
planning board, and fought to have 
water provided to all parts of the 
town. The town is losing the ser- 
vices of a great man because he 
can no longer provide his services 
because of his health.” 

Whelan said a replacement for 
Cooney could be named in a joint 
action by the planning board and 
selectmen if both boards wished to 
act on a replacement until the 


ie March election. 


Scouts 


Mothers of Troop 58, B.S.A. of 
St. Dorothy’s Parish will conduct a 
spaghetti and meatball supper at 
the church hall from 6 to 8 pm on 
Saturday, February 3rd, Tickets 
may be purchased after Masses at 
St. Dorothy's or may be obtained 
by calling Mrs. Lipps at 658-4646. 


Gat 


YEE'S 


ESTAURAN 
LUNCHEON 
SPECIALS 


SERVED DAILY 
Excopt Sendoys & Holideys 


‘Open Mon~ Thurs 11;30~ 10 
Fri & Sat untfl 11 
Sundays & Holidays 12:30 10 


232 LOWELL ST 
RTE 129 - OPP AVCO 


658-6500 


LOAM 


CALL 
475-7544 


DELOURY CONSTRUCTION 


May we serve you? 


3 


WESTON’S 
GREENHOUSES 


Auburn St., Readin 
944 - 0091 


JUNK CARS 
REMOVED FREE 


‘AL'S AUTO PARTS 


Coll after 3 p.m. 
658-4558 


CUSTOM 
HOME 
BUILDING 

& REMODELING 


Wm. F Butt 
& Son 


6 WEST ST 
658-2221 658-3716 


KENNY’S 
Car & Scrap 
REMOVAL 


Metals 
urchased 


658-9533 


(At the sks) 658-9876 


Figure Skating Outfits 
Girls & Women 


Pobdahed avery Thay by the Wilmington Mews 
‘364 Middives Avenue, Wmington 

Mowe Vol (e17s ase ae 
‘Hobart pre. payable on advance. Wing 
38. US. $6 feregn $7. Al subwigion 
* Drcambes 31. the Town Coa af Wa 
sn dees nat vend out fenemel nat. Seb 
Strum sre eupacad te pay in Janvery ech 

toe boreal 


WILMINGTON JENNY 
}2 20 Main St. - Wilmington 
Wert te Wilmington Piase 
TIRES, BATTERIES, ACCESSORIES 
GENERAL REPAIRS 


OWNER LEON RICHARDS: (right) hes delignted thousands of women in his 12 years os @ hoir stylist. 
Employee Linda McAvoy and he recommend end use Red Ken hair products. HAIRS IN is open from 9.0. 
to 5:20 p.m. Tuesdays, Wednesdoys, Fridoys ond Saturdoys, end 9 e.m. te 9 p.m. on Thursdays. Call 658- 


4648 for your next hair oppeintment. 
RED’S Auto Body 


HAIR PROBLEMS: Let LEON RICHARDS HAIRS INN provide you with an on-the-spot hair analysis using 
scientific methods te tell you how to best core for your heir. located et 281 Main St., (acres from the 
Plaxo) in Wilmington, HAIRS IN provides all types of heir core. 


COIFFURES Br loan Bichords Beauty Lounge 


\Teend tor panon Ty by ti 
sett hc sed wth ptf Te ne ped, 
favs patos of on eta chr See 
sd chin pre at Bo cles pel a or 
Scion hah mont be onged ton, he 
Cath ge tte 

Ne toon segostny  euephad tthe 


COMPETITION CYCLE 
CENTER 658-3456 


4648 N, Wilmington Shopping DEALER FOR Complete Auto. Body pyre peddle fo 
FoR EDUCATION AND SERVICE ATTEND HAIRS INN. Center - 658-9332 Montess, Penton, Husqvarna, Repair Work trams which ont sees Th tele on 


Hours: Tues-Wed 9:00-5:00 Sa ear 


J FORFINEST IN HAIR CARE WE USE AND 
RECOMMEND REDKEN ORGANIC PRODUCTS. 


1 WILL FINANCE ANYONE 


(OPen From 9-4 Mon-rm sat 5 


VINNIE COYNE A ff AUTO 


.G0rE YOU WABTANT CASK FOR TOUR CAR 


Thurs - Fri 9:00 - 9:00. 
Set 9:00 - $:00 _ ANN VELOZA, PROP. 


Specializing in 
Ignition Work & 


585 Main $1. Wilmington 


658-9373 


SUNOCO 


it. 38 & 129 


‘s0KsD LOBSTER. STEAMED CLAMS, CORN 
OM COB, SALAD, POTATO, CUP OF 
cowset 


Steed Motorcycles 
EXPERT SERVICE & REPAIRS 
MOTO-SKI SNOWMOBILES 
218 Andover $t Wilmington 


Expert Estimates Available 
2286 Main St. Tewksbury 


Wilmington Plaza Shop. Ctr. 
Wilmington, Mass. 


FISH FRY $1.69 -Frson Ris. 38, Main St. Wilmington Lucc!’s Shopping Coater 
: PART OF SOUL. FRENCH FRIES COLE SLAW, 
657-7115 SALES ler Sear Wesuheaed Sa 
2195 Mein St, Rte. 38 Tewksbary CLAM BAKE $4.95 ficx Cclontal Reprodactees 


The Town Grae of Wimington has awn henaned 
amend in youretnrn 


JACK's Sererat topics, Rood Service Wilmington “esuoeurataocanen 
SUNOCO) “nan Plaza Drug Tere ee ee 


RUSTIC 
HOUSE 


211 Lowell St. (Rte. 129) 


TOWN CRIER TEWKSBURY/WHMINGTION THURSDAY. JANUARY "25, 1973 
‘Tuesday: Beef Ravioli, Tomato 

Sauce, Carrot and Celery, Sticks, 

French Bread and Butter, Padding 


MICHAEL DALEY 
SEEKS HEALTH OFFICE 


~~ Lecaroz-Provenzano Nuptials 


Michael Daley ‘has 


his candidacy for. thé "Tewksbury 
board of health, ey. Fesides 
with his family at 61 Road 


and is a Health and. Physics 
teacher at Tewksbury. Memorial 
High School. 7 

Daley has been active in many 
community activities such as the 
partiotic activities committee, 
the George Kyricos Scholarships 
Committee, - Unicef, and United 
Fund Committees. Other ac- 
tivities include officiating’ at the 
4th of July, Memorial Day func- 
tions, and town recreation 
programs 

Daley's educational background 
includes a BAchelor of Science in 
Education at Boston University 
and) he is certified in Health 
Education by the State Depart- 
ment of Education. He was also 
awarded a Masters Degree in 
Science Education with a specialty 
in Molecular Biology. Having 
received a’National Science Foun- 
dation Grant in both Physics and 
Biology, he enrolled in a doctoral 
Program in Science Education 

His publications include articles 
in Science Education a national 
professional journal. One par- 
ticular research report is entitled 

What is the Limitation of 
Science.” Mr. Daley has also been 
a member on Health Education 
and drugs Committees in 
‘Tewksbury 

His announcement follows: “I 
feel that my Physics, Biology and 
Health background will help me 
make independent rational 
decisions about the directions of 
the Health Board. There are many 
engineering and state regulations 
which the general court pass on to 
our town which must be met. I 
velieve that I understand the “acts 
and resolves” of the General Court 
to make the best judgements for 
‘Tewksbury. I believe that our 
Health Board can offer the 
following types of programs: 

Free pre-school inoculation 
programs, Chest X-ray and blood 
testing: Well baby clinics, vital 
and health statistics, environmen- 
tal sanitation, maternal and child 
health, chronic disease and dental 
health programs. 

Major Inspections on housing, 
food, insect and rodents, potable 
water, sewage, solid waste 
streams, veterinary public health. 
Compliance with standards for 
local health services in 
Massachusetts as developed by 


Gillian Marie Lecaror, daughter 
of Mr. and Mrs, Gerard Lecoroz of 
8 Marjorie Road, Wilmington 
recently became the bride of 
Richard A. Provenzano, son of Mr. 

and Mrs, Salvatore Provenzano of 
102 West Street, Wilmington. ‘The 
Rev. Father Leahy performed the 
ceremony before the altar of St 
Dorothy's Church. 

Soloist, Cynthia Enos enhanced 
the ceremony with her rendition of 

Theme from Love Story” 
«Theme from Roneo and Juliet’ 

For all We Know’, and 
Prayer for Perfect Life 

Given in marriage by her father, 
the bride was lovely in an original 
gown of white organza, styled with 
@ fittet bodice of alencon lace 
apliques and long itted sleeves. 

Her A-line skirt, with matching 

apliques swept into a chapel length 

rain and her shoulder length veil 
i from a matching lace hea 
piece. She carried a bouquet of 
white roses and carnations. 
Geraldine Nealy»sister of, the 
bride served as matron of honor in 
“AL Griginal” gow bhié velvet 
styled with an A-line skirt and 
fitted bodice trimmed with white 
vienice lace. She wore a matching 
headpiece and carried a mixed 
bouquet. 

Linda Stockhouse, cousin of the 
bride: Blanche Lecaroz, sister-in: 
law of the bride, Gale Provenzano, 
sister of the groom and Susan 
Lacature served as bridesmaids, 
‘They wore gowns of maroon velvet 
styled like that worn by the matron 
of honor. They wore matching rib- 
bons in their hair and carried 


mixed bouquets, 

Kelly and Karen Menken, nieces 
bf the bride served as flower girls 
in gowns of the same color and 
styling as that of the matron-of. 
honor. 

Gary Provenzano, brother of the 
groom acted as best man while 
ushering duties were in charge of 
Paul Lecaroz, brother of the bride: 
John Stockhouse, cousin of the 
bride; David Thomas, cousin of 
the groom and Robert ‘Thomas, 
cousin of the groom. 

Immediately following the 
ceremony a reception was held in 
the VFW Hall in Tewksbury where 
Diane Ferrara and Gail Lynch 
were in charge of the guest book. 

Following their wedding trip to 
Nova Scotia, the couple is now 
residing on Main St., Stoneham. 


United Community Services of 
Metropolitan Boston and Mass 
Department of Public Health 

T hope that the town will see fit 
to help me accomplish this goal by 
electing me to the Board of Health. 
We need to bring health services 
to our community.”” 


PLANNERS SIGN 
MARTIN FARMS PLAN 


‘The Tewksbury Planning Board 
last week signed a plan and cove- 
nant for Martin Farms subdivi- 
sion, Martin Farms would include 
lots off Andover Street, 

Five of the nine lots in Mill 
Street Estates were released on 
receipt of a $1500 bank book as 
collateral. The remaining four 
lots will be released next week on 
receipt of a $1200 bond, the board “Monday: Chicken Croquettes, 
agreed, The subdivision is located Gravy, Mashed Potato, Peas, 
off Shawsheen Street, north of Cranberry Sauce, Bread and 
Bridge $t. Butter, Scooter Pie and Milk. 


WILMINGTON SCHOOLS 
CAFETERIA MENUS 


Wildwood, Woburn St., Glen Rd., 
Boutwell and Shawsheen Schools 


ror Delivery OF 
Boston Globe 
AM - PM - Sun 
Record American 
AM and Sun. 
Coll 658-8211 


"EXPERT" 
PLASTERING 


JOHN ARVANITIS 
Repair & New Work 


658-2395 


Junk Cars panes 


FREE 
REMOVAL 
658-8120 


Frank J. 
Dacha spbiin 
CARS & TRUCKS 


CHARLIE’S 


AUTO BODY 
611 MAIN ST. 


15 Mystic Avenue 
Tewksbury, Mass. 01876 


When You Think 
of Gifts, Think of 


GIVEN’S 


caged 
Grave 


Sand 


DELOURY WILMINGTON FLOWERS 
Frame Straightening ° 
4 J Colontal Park Mal 
ic wf clin Wo poco 
CONSTRUCTION Fiberglas Bodi 
peperny aera ee 658-3520 
ice Worldwide Service 


658 - 5360 


Buying or Selling 
C. A. MACK ASSOC. IN 
Real Estate 


415 MAIN ST.. WILMINGTON CENTER 


Member: hbullipte Usting Service & Beard of Rookery, 


Robert E. 
GENERAL 


Mass. Health officers association, 


TAX RETURNS PREPARED 


FEDERAL-STATE 

Sweezey Home Courtesy Cente: INDIVIDUAL-PARTHERSHIPS-SMALL BUSINESS 

“Customer Sérvice Our Specialty” PERSONAL-CONMOENTIAL 
615 MAIN ST., WILMINGTON yp) as BANKAMERICARD =e 
Jet, Rovies 129 & 38 ‘ACCOUNTING MASTER CHARGE WILMINGTON 
Perle ban ee ie eee 3. oe 
y Satur four 

ane por ssh ravrou MR. O'SHEA bueincion 


944-6626 


JOSEPH V. SULLIVAN 
Tax Consultant - Accountant 


Contractor 


MASS UCENSED: 
OWL INSTALLER 


WEIL McLAIN 
HEATING EQUIPMENT 
137 LAKE ST. WILMINGTON - 658-9073 


with Topping and Milk. 

Wednesday: 
Cheeseburger on 
Buttered Noodles. 
Ice Cream and 


Thursday: Meat Ball Sub, Potato 


Chips, Whole Kernel Corn, Ffuit 
and Milk. 


Friday: Tuna Salad Roll, French 


Fries. Shoestring Carrots, Toll 
House Square and Milk: 

Walker, Whitefield, Swain and 
Buzzell Schools z 

Monday: Juice, Grilled 
Frankfurter on Buttered Roll, 
Potato Sticks, Peas, Toll House 
Square and Milk. ay 

Tuesday: American Chop Suey, 
Green Beans, French Bread and 
Butter, Jello with Topping and 
Milk 

Wednesday: Hamburg ‘and 
Gravy, Mashed Potato, Carrot and 
Celery Sticks, Bread and Butter, 
Fruit and Milk. 

‘Thursday: Bacon, Lettuce and 
Tomato on Buttered Roll 
Crackers and Peanut Butter, 
Whole Kernel Corn, Midnight 
Chocolate Cake and Milk 

Friday: Italian Pizza, Fluffy 
Rice, Shoestring Carrots, Ice 
Cream and Milk 


CONGREGATIONAL YOUTH 
PLAN SKI OUTING 


‘The Tewksbury Congregational 
Church Junior High Fellowship 
will meet Sunday, January 28 at 6 
p.m, at the church to go to 
Waketield Congregational Chureh 
for a special ski night. 

‘The program is presented by the 
‘Tyrolean Ski Club of New England 
with special ski: movies including 
the performances of John 
Barrymore. 

Swicker's Ski Shop of Arlington 
will give a free binding test to al! 
who bring skis and boots. The 
public is cordially invited, The 
meeting time in Wakefield will be 
from 7 until 9 p.m. 


Bits & Pieces , 


Robert W. Lyford, son of Mr. 
and Mrs. Willis C. Lyford of 187 
Middlesex Ave., Wilmington has 
been awarded the Charlotte But- 
trick Sackett Scholarship. Robert 
is presently enrolled as a 
sophomore in Hamilton College, 
Clinton, New York and is a 
graduate of Wilmington High 
bool 

The Charlotte Buttrick Sackett 
Scholarship is awarded annually to 
a deserving student in ee 


sophomore class. 

Richard Hulse, formerly of 
Burlington Ave., Wilmington, now 
a resident of Australia, is alive and 
well, according to the latest com. 
munication, and he now works for 
the Case Machinery of Chicago. in 
Melbourne 

Dick was foreman for another 
firm, in charge of a crew con- 
sisting mostly of Aussies. It took 
quite a bit of work, on his part, to 
get used to the Aussie unions, and 
the boys just didn't know how to 
take working for a Yank. That 


30 Years with the 
Internal Revenue Service 


INCOME 
TAX 
SERVICE 


Warren Mickle 
FLOORS 


ARMSTRONG VINYL & 
UNOLEUM 
CARPET FOR PORCHES 
VIKING CARPETS 
FOR KITCHENS 


FORMICA 
‘COUNTER TOPS 


CERAMIC TILE 
CAL 658 - 9503 


Blanchard 
HEATING 


0 #0 by caravan to Perth, 


Hulse 


Phase of Dick's life is over now, it 
seems, 


Dick is leaving Eltham in April, 


beautiful city located on the West 
Coast of Australia, He and Mrs. 
want to see everything, 
before they return to the states. 
They expect to take three months, 
driving across the Great 
Australian Desert and other parts 
of the country. 


Leo Gittzus. president of the 
Kiwanis Club of Wilmington, has 
urged all senior high school 
students in the Wilmington area to 
check with their school principals 
or guidance counselors regarding 
the annual New England Kiwanis 
Scholarship awards. 

Funds for the scholarships come 
from voluntary contributions 
made by individual Kiwanis 
bers in the New England 
Distruct. Kiwanis will award five 
year scholarships of $1600 each and 
21 awards of $200 each. 


The Rev. Willis Miller of ‘the ~ 
Wilmington Methodist Church is 
on a tour of Asta, as the guest of In- 
dia's Dr. Abkar Hagq, who was a 
guest preacher in the Wilmington 
church about six months ago. 


In back of the Wilmington 
Memorial Library is a book drop. 
It is designed so that library 
patrons can leave their books at 
the library even when it is closed 
and many use it for that purpose. 

Last week another use was found 
for the book drop. Somebody used 
it to return stolen materials to the 
rightful owner. A shopping bag 
from a local store was dropped in, 
and in the bag was a small radio 
and a staple gun, such as 
carpenters use 

The police quickly solved the 
problem of where the radio ete. 
came from. ‘They had been stolen 
from a home being built by the 
Jackson Brothers, during a lunch 
hour break 

Evidentaily a small boy was in- 
volved. and when he proudly 
brought his loot home mama was 
horrified and the library book drop 
was the easiest way to return the 
stuff 


Mrs. Grace Bourbeau of Deming 
way, a prominent member of the 
Wilmington Golden Age Club met 


with an accident in her home 
recently. Mrs. Bourbeau slipped 
and fell, receiving a cut across her 


forehead which required seventeen 
stitches, 


‘A Suburban Girl personnel office 
will open at 143 Main Street in 
Reading on Monday February Sth. 


Mrs, Olive Sheldon:of Clark St, 
@ member of Wilmington’s Board 
of Assessors is a patient at 
Winchester Hospital 


‘Thesrecipe this week is for 
Bishops Bread: ' Cup shortening, 
1 cup sugar, 2 beaten eggs, 2 cups 
sifted flour, 1 t. baking soda, 3 


med. bananas. mashed, “% cup 
chopped nuts, 's cup marishino 
cherrys, cut in bits, % cup 


chocolate bits. Cream shortening 
and sugar together. Add beaten 
eggs and blend well. Sift together 
flour and baking soda and add 
mashed ‘bananas. chopped nuts, 
cut up cherries and chocolate bits. 
Pour into a greased bread pan and 
beak 50 minutes at 350 degrees. 


James Maxwell of Wilmington is 
4 member of the varsity “B 
roster. basketball team at 
Merrimack College 


NEED 
LECTRICIAN ? 


HOUSE WIRING 
REPAIR 


CALL 
657 - 7752 


-Licensed 


REAL ESTATE 
1386 Main St. 


TEWKSBURY 
Tel. 651-3731 


No. Reading 
24 MAIN ST. Rt 28 
Sales & Service 


Whirlpool 
Maytog 


Gibson 
Discount Prices 
4. McCabe, Mass. Lic. #4417 


944-9333 


stax vassistance.’ 


‘The new Internal Revenue Ser- 


vice off at 420 Common Street, | Display an heirloom pocket watch in a 


“TREASURE DOME” 


For Safe Keeping 


Lawrence is open and offering free 
Taxpayer 
assistance number is: 683-8792. 


DISABILITY GROUP 


with Learning Disabilities in! 
‘Tewksbury. will meet Monday in | 
the TT.V.A. Hall, 1585 Shawsheen 
Rd., at 8 p.m. 

Frederick Penza,*councelor for 
the junior and senior high schools 
in Tewksbury will be the guest 
speaker. 
parents the need for understanding 
and help necessary in handling the 
learning disabled child. 

‘The meeting is open to all who 
are interested. 


FRESH DONUTS DAILY 
FROZEN FOODS 


FRESH VEGETABLES & FRUIT 


658-2122 


PAGE FIVE 


Choice of 


or Dark 


lood Base 
Priced at $5.00 


He will discuss with’ KING‘S JEWELRY 


Y) 
Come - Visit Our Deli Department 
Specializing in Italian Cold Cuts 


Expert Watch Repair 
and Fine Engraving 


MIKE’S KORNER VARIETY 


296 Shawsheen Ave. (Rte. 129) Wilmington 
OPEN EVERY DAY 7 AM to 10 PM 


PLUS TOP QUALITY 


VICK’S FORMULA 44 ssn | 8301 ew 
VICK’S WyQUIL kale 99 te save 0 
LISTERINE ANTISEPTIC «0.  -83 37" 
CONTAC 10 carsuies : 1.09 Ve save re 
BAYER ASPIRINS 100 1011s i” ee 


Fred’s 
Barber Shop 
Men's Hair 

Cuts & 

Rega Cut 

Styling 


10 to 6:30 Tues. to Fri 
Saturday 8:30 to 5 
658 - 9452 


al 


iy 


12 MONTHS 


AN 


TOTAL OF 
PAYMENTS 


1,057.56 
1,586.28 
ANNUAL PERCENTAGE RATE 10, 


rou MONTHLY 
RECtIVE PAYMENT 
$ 500. $44.06 $ 528.72 
1,000. 88.13 
1,500. 132.19 


vou mMonTHtr 
neceive PAYMENT 
$500. $23.23 
1,000. 46.46 
1,500. 69.69 


Specializing in 
Permanents & Hair Coloring 


LET US HELP YOU PAY THEM 
WHILE SAVING YOU MONEY! 
COMPARE THESE TERMS 


GOOD UNTIL FEBRUARY 15, 1973 


you MONTHLY TOTAL OF 
RECEIVE PAYMENT PAYMENTS, 

$ 500. $30.17 $ 543.06 
1,000. 60.35 1,086.30 
1,500. 90.52 1,629.36 


LOANS UP TO $4,500 
LIFE INSURANCE IS INCLUDED WITH MOST LOANS 


CALL 643-0011-Tolk With Mr. Russo or Miss Stead About Any Loon . 


All Deposits Insured in Full Under Massachusetts Law 


ANNUAL PERCENTAGE RATE 10.63 


24 MONTHS 


TOTAL OF 
PAYMENTS 


$ 557.52 
1,115.04 
1,672.56 
[AL PERCENTAGE RATE 10.68% 


Walk In Service 


658-9394 


18 MONTHS 


xa 


NON DISPLAY - NO CREDIT 
25 Words or tess, $1.00. 
Each additional word - 5c. 
Deodline - Tuesday 5 pm. 


Note, as of August first no 
credit is to be allowed in the 
Trading Post column. 


Dressmaking and Alterations Wedding 
‘gowns, bridesmaids’ gowns custom 
made. Originals, copies, accessories. 
Reasonable prices. Free estimates, 

Compare. 658-4613, 


ts for ali electric shavers. 
und 
snd Schick Shavers, 
Stoneham Square, 438-1250, 


‘wail te Wall - Carpet cleaning. Homes: 
Industries & business. Cleaning of alt 
size rugs with free pickup and 
Gelivery. Full Insurance coverage, 
fatisfaction guaranteed. Also floor 
Cleaning and full janitorial services 
Free estimates, Gallant Service Co. 
272.432 oF 2-727, 


House Painting - Inside and out. 
Carpenter work & root repairs. Free 
estimates. Robert Babine, 658-3371 


jast with GoBese Tablets. 
pills. Wilmington 
‘Shopping Center, 


Wilmington. 


Experienced Stitcher - will alter hers 
Hacks, 


Real Estate Equity - Loans. Use your 
home's borrowing power, obtain $1500 
to $25,000 quickly and easily. Your 
present mortgage Is not affected. 
Robert Stevens.  1-729-6156, 


Sieeping Problem? Restless? Get 
‘Snorer TAbIets for 8 sate nigh 
sleep. Only %e, Wilmington Plai 
Drug, Plaza Shopping Cen 
Wilmington. 


Furnished room for gentleman, 
650-4793 after 4 pm. 


Call 


Painting, outs! 
ceilings. Fr 
Morice, 658-2040, 


13. inside, 
imate 


Paul 


Land Wanted: Bullding lets or acre 
‘also older homes, Tracy Builders, 438 
3085, 


‘TOWN OF WILMINGTON 


BOARD OF SELECTMEN 
PUBLIC HEARING 
it) _A public hearing will be held on the 
application of, 2 
dent 


q 
" 


oe 
the Town Hall on Monday even! 
February 12, 1973 at 8 P.M. for a 
license to serve all alcoholic beverages 
in a function hall having a seating 
capacity of not less than 100 persons, 
‘on premises located at School Street 
Extension, Wilmington. 

George W. Boylen, Jr. 
J25F1 —Chmn. Board of Selectmen 


CUMMONWEALTHL OF MASSACHUSETTS 

SHERIF'S SALE 

Midatenen, we Lawl, 
"Taken 0 enecetion and will be so by 
tom on the Bnd ay ot March 172 on Friday at 10-30 
SHERIFF'S OFFICE, 110 
County of Milesex, al the 
Tot, ttle and interest that Lareto Tevsliat aod 
fein Teele "at 1 Marla Aven 
Wilington’ County of Middlesex, had (not exempt 
by law from levy on execwtion or from attachment) 
tm the third Gay of Apel 1972 being the time when 
the mame was attached on resne process in and Ye 
ing described Teal etate, to wit” Book 

So 


26, umn 


fotaling seven bundeed 
Tih 29 eet. SOUTHERLY by Burlington Avene, 
shown on sad plan. Ue hundred nine 1300 tet 
IY by. land now ot formerly of 
by several hiner ab shown on aid 


‘Containing according to sa plan 3.309 acres 
fer our tile see deed of Joseph Kendall to 
rantors dated Qetober 8.199 and cecorded i tbe 
Siddhesen North District Registry of Deeds. Book 
(21, Page 09. 
‘Teer of sale Cash 
Lipo L. TRUDEL 


nase 


Armvtroog’ late ot Wilmington im said County 
decease 

N prise has been presented to sad Court for 
predate ot seer 
fier lof saa decensed by Marah E. Meteor of 
uimington inthe County of 
Abe be appointed executor thereat witout 
‘eet on bi bone 


yi desire ject Unereto you or your at 
should le 2 written appearance in said Court at 
Cargprsge tetore ten o cork in te forenone 
‘ath day of Februsry 1971 Ube returs Gay otis 
tation 

TBitness. Witham E-Mays Esquire, First Judge 
sald Court thin eighth day of Jonaary 1973 

‘dha V Marvy 


Regier 


our 


COMMONWEALTH OF MASSACHUSETTS 
TAND COURT 
(Case Ne, 6241 Mle 


DEPUTY SHERIFF 


iastrurpen perporting tobe the [2 


For Sale, $3,000: 1945 Franklin camping 
trailer, 6tt., self-contained, steeps six. 


7089. 


Will care for your chiié in my home 
white mother works. Fenced In yard, 
full or part time. 658-3449, 


For sale in Tewksbury: Five room 
house, two bedrooms, %4 acre. Nice 
neighborhood, full basement, thw, 
taxes, $18,500 by, owner. 851-9073 


For Sale: 1964 Dodge four door sedan, 
Eight cylinder. $200. 658-9586. 


Will care for child: In my home days. 
Dead end street, large yard, pleasant 
surroundings. Call Mary, 658-469). 


‘Annual dance by Middlesex County Sub 
Olstrict Five Saturday, February 0th 
‘at 8 pm at American Lebion Post 136 
Hall on Middlesex Ave., Wilmington. 
Buffet and dancing till !'am. Donation 
$2.00, Proceeds will benefit veterans 
at Bedtord Hospital 


For sale: two Simmons convertable 
sofas, $20.00 et 
electric belt 


other items. 658-5362 


Apartment for rent: tour smbtt rooms, 
third floor, Ail utilities, $150 per 
month, 657-7013. 


Famous Dutchmald clothing being 
Shown at my home, 20% to 40% off 
Dutchmaid parties available through 
Lillian Hitchcock, 6584 


Methuen: of Rt, 495 only minutes to Rt 
‘33. One and two bedroom luxury 
‘apartments with disposal, carpet, 
balconies, etc. $142and $173. No pets. 
688-291 


Ski Haus for midweek rental: Two 
‘miles trom Loon, 15 miles from Water- 
ville. Sleeps 12, $15.00 nightly per 
family, Two day minimum 
Relerences required, 851-7580, 


INEW POLICE-FIRE scanning radio 
monitors by Regency, Johnson, Pace, 
Midland, at up to 25 percent savings. 
We stock over 5,000 Police-Fire 
{frequency crystals for these sets. We 
lalso stock over 8 differeat models 
for CB sets, with antennas and 


vw st 
TOWN OF WILMINGTON 


PLANNING BOARD 
NOTICE OF PUBLIC HEARING 
In accordance with the provisions of 

Section BIT of Chapter 41 of thé 

General Laws of the Commonwealth of 

Massachusetts, notice is hereby given 

that a Public Hearing will be held by 

the Planning Board of the Town of 

‘Wilmington in the. Mildred Rogers * 

School off Grove Ave., Wilmington, 

Mass. on February 13, 1973 at 8 p.m. for 

the purpose of approval of a definitive 

plan of a sub-division of land in the 

‘Town of Wilmington, now or formerly 

‘owned by John T. Spinelli being known. 

as North Wilmington Industrial Park 

and located on Andover Street north of 

Route 125, 

Date: 23 January 1973 

J1SF1 William G. Hooper, Jr. Chmn. 


COMMONWEALTH OF MASSACHUSETTS 
‘SHERIFP’S Si 


iene tle and Unterest 
Tirso Avenae  Wiimigon, 
{aw from levy oe execution oF from attachereat) 
‘on the Wh day af November. 19 being 

‘he same was seted oh execution in and tothe 


Leo L TRUDE, JUST 


DEPUTY SHERIFE 


ma Mies ln Comey 
To Grup €. Diners. J snd Cire D. Daven, yeh eat 
Peon, Meter tines ote were = 
nae Mice kck_ Samar ere un clock Oe forennso te 
Tine mene Pe Pr nn er Siena day of Vebrary 97, the rotrntey of 
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sald Court thin twellth day of January 3973. 


Accurate typist néeded on our sales department to per- 
form a variety of assignments. Our working hours are 8:15 
am to 4:45 pm and we offer a completely company paid 
benefit program. 

Please phone the personne! department 658-3301 for 
an appointment. 


GREER INDUSTRIES, INC 


Main Street (Route 38) 


Wilmington, Mass. 


SALES SECRETARY 


COLLECTIONS SPECIALIST 
We need # person skilled in the ability to resolve invoice pay- 
ment problems over the phone. Contact will be made with 
newspaper, book and magazine publishers on @ nation wide 
basis. Prior experience and accounting knowledge are preferred. 
|W you would itke additional information on these positions 


please call Mrs. Cirielto at 658-91. 
Seal Re TO tae ee, 


PHOTON INC. 


355 MIDDLESEX AVE. 
WILMINGTON, MASS. 
World Leader In Photo Typesetting 

“an equal oppor employer” 


compugraphic 
Good Company 
Great Opportuniti 


ASSEMBLERS 
Experienced or Trainees 
a.m, to 4:30 p.m, 

@ Light P.C. Card Assembly 
Electro Mechanical Assembly 


DRAFTING CHECKER 


8 a.m, to 4:30 p.m. 
@ E-M Drafting Checker 


Tec HNICIANS 


@ Punch Press Operator 
We invite you to Inquire about many other 
job opportunities that are now available. 

In addition to our competitive salaries, we 
offer a 10% 2nd and 3rd shift differential, Full 
range benefits Include Blue Cross/Blue Shield 
Master Medical, company paid life insurance, 
disability income insurance, profit sharing and 
tuition assistance. Easy access to our con. 
venient location at the junction of Routes 93 
and 129, via major. highways. 

Come in for an interview — no appointment 
necessary — weekdays and Saturday morn- 
igs. 

Or, if yourwish, call. (617) 944-6555, Ext, 229 
or 508, for more information, 


80 Industrial Way, Wilmington, Mass. 01887 
An Equal Opportunity Employer 


compugraphic 


CORPORATION 


‘TOWN OF WILMINGTON 


BOARD OF APPEALS 
PUBLIC HEARING 3-73 
‘A public hearing will be held at the 
Town Hall Annex, 130 Middlesex 
Avenue on Tuesday evening, February 
13, 1973 at 8:00 p.m. on the application 
of Foodmaker, Inc. 16 Crescent 
Road, Needham Heights, Mass. for a 
variance to erect a sign on a lot at 279 
Main Street (Assessor's Map 43.2) 
Frank Santo, Clerk 
and Acting Chairman 
BOARD OF APPEALS 
PUBLIC HEARING $73 
‘A public hearing will be held at the 
Town Hall Annex, 150 Middlesex 
‘Avenue on Tuesday evening, February 
13, 1973 at 8:00 p.m. on the application 
of Richard B. Howat, 306 Main Street 
‘owner and Dr, Richard S. Hornung. 
applicant, for a variance to operate a 
dental office at 306 Main Street 
(Assessor's Map 42-83) 
anfra Sant, Clerk 
‘Acting Chait 
BOARD OF APPEALS" 
PUBLIC HEARING 573 
‘A public hearing will be held at the 
Town Hall Annex. 130 Middlesex 
Avenue on Tuesday evening, February 
13, 1973 at 8:00 p.m. on the application 


“nV, Marve. 
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PERMANENT 
POSITIONS 


FIRST SHIFT: Pocker shipper, Plating trainees, Fab 
trainees 


SECOND SHIFT: Plating trainees, Fob treinees, and 
Senior Inspector. 


1 you are ambitious and want te 
grow with our winning printed circuit manufacturing 
team, please call Matthew Plance, anytime 


CALL 658-5800 
ALTRON INC., 
33 INDUSTRIAL WAY 
WILMINGTON 


4 Day 
38 Hr. 
Work Week 


INSPECTOR 


‘We have an opening on our first shift for 
a printed circuit board inspector with at 
least one years experience in checking 
components and soldering, also to 
rework P.C. board. 


In addition, we have an opening for a 
cable inspector. 


‘We are located near Route 128 and offer com- 
plate company poid benefits. Pleose call 
Joanne Warren ot 2726470, ext. 356, 357. 


21 North Ave. Burlington, Mass. 01803 
‘An Equs! Opoortunty Employer 


MACHINIST 
TURRET LATHE OPERATOR 


SET-UP AND OPERATE 


B & S SCREW MACHINE Operator 


SET-UP and OPERATE 


INT. & EXT. GRINDER 


SET-UP and OPERATE 


* © APPLY INPERSON OR CALL 
GEARTRONICS CORP. 
1&4 CHELMSFORD RD. 


NO. BILLERICA - 663-6566 


SPACETA 


Electronic Production 


Spacetac will train several full time people to work in 
thick film module production. - Day Shift: 7:30 AM to 4 
PM. - Fringe benefits include full personal health in- 
surance, paid vacations, automatic salary, increases 
by time progression - Apply or 


CALL BERNARD MeMANUS 1-2751710 


SPACETAC, Inc. 


Burlington Rd. (Route 62) 
Bedford Mass. 01730 


Spocetac is @ subsidiary of Corning Gloss Works 


TAXES 
PREPARED 
CALL 
658-3884 


PUBLIC HEARING 6-73 
A public hearing will be held at the 


Town Hall Annex, 150 Middlesex 
‘Avenve on Tuesday evening, February 
13, 1973 at 8:00 p.m. on the application 
of Joseph R. Ruotolo, 17 Cunningham 
Street for a variance to erect an addi- 
tion to a dwelling on a non-conforming 
lot at 17 Cunningham Street 


‘A public héaring will be held at the 
. 180 Middlesex 
‘Avenue on Tuesday evening, February 


13, 1973 at ane ‘on the application 

of Patricia ) 10 Brand Avenue 

for a variance to erect an addition to a Beano Every 

dwelling on ‘a non-conforming lot at 10 

Brand Avenue (Assessor's Map 4445). Tuesday, 8 P.M. 
Frank Santo, Clerk K of C Hall 


School Street Extension 
Rear St. Thomas Church 


GOOD NEWS!! 
‘SUBURBAN GIRL i 
Is opening thelr fourth office in 


14) Main $1, on Haste 2B. (ame bung wo 
VIP Beatty ond aon rom Herveert Reieuront 


* Monday, February 5, 1973 
‘ALL FEED PAID POSITIONS =NO CONTRACTS 
Call 944-7865 


‘TECHNICAL SCY iy F.C. BOOKKERPER ad 
‘Sell eotivated & silled sec'y w/relatederp, Sirong DARE bEgG te handle highly 
ophiaticated work, Lots of respocality and 


(Good stills along w/ enthusiasm & raging 
‘tom for new apot In adv. dept. of hve chip 


Cxenx TyPIETS wo aus 
PERSONNEL ASST. sim Good variety of duties ia ge offen aren. 

Sec & admin. dais combine to mabe Rae abe 

‘esting jb Inclodes testing screening ki CLERKS 

Aecriewing applicant Good potential 


TEMPORARY OFFICE ASSIGNMENTS ALSO AVAILABLE, WE USE ALL OFFICE 
‘SKILLS & PAY TOP RATES WITH CASH BONUSES. REOISTER TODAY. 


TYPIST 
{Immediate opening for a person with good typing 
to work in an interesting and diversified position. 


ACCOUNTING 
CLERK 


To work in Accounts Receivable. Good typing 
and adding machine ability required. 


- KEYPUNCH 
OPERATOR 


To learn Key Disc. Proficiency in Alpha Numerics 
required. ‘working conditions. Oppor- 
tunity to learn Inforex System, 

We are located near route 128 and offer 
complete company pald benefits. Please 


$9 otek Werren, 270-4670, Bx. 268, 


Ve] INFORE X 


21 North Ave. Burlington, Mass. 01803 
An Equs! Opportunity Employer 


Immediate Openings 
JUNIOR TECHNICIANS 


MALE OR FEMALE 
EXPERIENCED OR TRAINEES 


DRC is looking for people to pertorm light work involving 
the use of photo resist, high vacuum equipment, 
microscope inspection, electrical assembly and soldering. 
The work is interesting and varied. The surroundings are 
clean and pleasant. 


We offer a complete benefit program, and ideal working Fi 
conditions. All shitts available. We will train qualitied 
applicants for this work. 


Please contact Personnel Director 
oF Phone 1-458-6100 


DYNAMICS RESEARCH 


CORPORATION 
‘00 Cemecurd Be: (A Rd, $8, xis 627) 
WILMINGTON, MASSACHUSETTS 01807 


(OFC in An Equal Oppertunsty toploysr 


DRAFTSMEN 


Instrumentation Laboratory, Inc., a leading manufac- 
turer of medical & scientific instruments, has openings 
for draftsmen with 2 years experience. You will work 
directly with engineers & designers preparing detail 
thop working drawings & sub-cssemblies, 


DETAILERS 


We also have positions available in our ECO Group for 
details with up to 1 year’s experience. 


Please Call Andrea Allen 


* Instrumentation Laboratory Inc. 
113 Hertwall Avenue /Lexington Moss 02173 /861-0710 


ror INSURANCE === 
Prentus & Parker. Inc. 


ONE HAVEN STREET READING, MASS. 
Opp. B.R. Depot 944-4400 
OVER ONE HALF CENTURY OF SERYICE 


CONTINUING THE BUSINESS 
oF LATE GOULD BUCK 


‘| propuction | 
HELPERS ~ 


(No Experience Required ) 
We Have Openings In Our 
11:00 P:M, te 7:00 A.M. Shift 
We offer the following - 
*EXCELLENT STARTING PAY 
*RAPID ADVANCEMENT 
TOP-NOTCH BENEFITS 


“STABLE EMPLOYMENT 
sIN-PLANT CAFETERIA 
“CONVENIENT PARKING 
; *MUCH MORE 
+ | Visit our Employment Center, 
through Friday, 9 A.M. to 5 P.M. 


Sweetheart Plastics, Inc. 
Division of Marylarid Cup Corp.. 
Junction of Rtes, 62 and 38 
Wilmington, Ma: 


Monday 


"An fqual Oppertunity Employer” 


Real Estate 
Today 


By Richord D. Simmons, CRE, 
REALTOR 
Past Pres. Rastern Middlesex Board of Realtors 


REAL ESTATE VS DOW JONES 


When talking about for- 


preciation of 47.6 percent, _ 
tunes made in investments _ Nationally, the increase in 
- the mind normally — real estate value has been. 
equates with the stock somewhat less dramatic + 
market. However, when 32% - but even that is dou- 
we compare the results ble the Dow 

over the past decade No matter how you slicer 
between stock market — the cake. an investment inr 
profits and real estate in- real estate over the past! 
8, we'll see quite a decade has proven to dou- 
e difference in ble stock market in» 
creases. And the, trend 
appears to be widening in 
favor of real estate 


the decade from 
January, 1960 to January. 
1970. the Dow Jones In- 
dustrial average jumped 
from 688 to 900 - an in- 
crease of 16 percent in ten 
years. 

In 1960, the average sales 
price for a single family 
house: in many. suburban 
areas of major cities was 
$18,307, Ten years later, 
athe average pele haiti. 

ypreased to $27,022 = an ap- 


If there is anything we ean 
do to help you in the field of 
real estate, please phone or 
drop in at RICHARD D 
SIMMONS, REALTORS, 26 
Princess St., Wakefield. 
Phone: 245-7878. We're here 
tojhelp! } 
‘In Wilmington Call Carole, 
S. Hamilton 944-8118 


PROMISE HIM ANYTHING ‘ 
BUT GET HIM TO SHOW YOU THISI! 


Lovely six room cape with # spacious well designed floor plans. 
The living room with it's warm and cozy Nreplace will be the 
gathering spot for your family. The large, wall planned kitéhen 
has room for jay dining and there is a formal dining room, 
edrooms 1's baths. The basement 


Also, 5's roam split entry, 3 bedrooms, large living'reém, eat-in 
kitchen. '% acre lot. Must be seen. For an appointment call 
$27,900. 


HASHEM REALTORS 


944-3949 664 - 4191 
sexs uma 203 Main St. (Rte 28) 
North Reading’ 


Oe 

™*" See Fenton! 
ilmington 
944-6457 


i Realtors in Town 


begging for assistance. ne 

In the back of the truck were 
about $6,000 worth of color TV 
sets, all of which were smashed up 
badly. Danny Cosman could not 
understand, later, how the driver 
had escaped an electrocution. 

‘The truck was valued at $3,000. 
Wreckers were called). -Am- 
bulances and fire trucks showed up 
‘on the scene. The driver was freed 
from the truck, and Rooney made 
an arrest, right there, before the 
ambulance took him to Choate 
Memorial Hospital, where he was 
kept under police guard. 

Then - just like'in-a Laurel & 
Hardy comedy. the other car 
showed up. The driver: was lost, 
and trying to find his way back to 
Boston. 

Palmer recognized that car, and 
he and Sullivan in one car, and Of- 
ficer Marfleet in another, took off 
after the unknown driver, who was 
driving toward Wilmington center. 

‘At high speed he headed for the 
Burlington Avenue bridge. 

‘A Burlington cruiser was headed 
east, on Burlington Avenue, going 
to assist at the accident. Bob 
Aloisi was driving. When the 

second” car sped by. going 
towards Burlington, they turned 
and they too, started a chase. 

‘The Burlington cops caught up to 
the driver in Burlington. Sergeant 
Palmer and his men were'nt far 
behind, The second burglar had 
just got out of his car when the 
Wilmington cops arrived 

‘The back was filled with tape 
decks and burglar tools, including 
a sledge hammer. There was 
money, and TV sets, part of the 
loot of the evening. Then Palmer 
and friends understood why this 
car had been following the truck. 

Palmer made the arrest. The 
man was arraigned in Woburn 
Court Tuesday morning, and held 
in $10,000 bail, as surety. 


ORGANIZATIONAL 
MEETING WEDNESDAY 


‘An organization meeting will be 
held in the Wilmington Memorial 
Library on Wednesday, January 
Sist at 7:30 pm for all parents in- 
terested in assuring that 
Wilmington will offer 
kindergarten in September, 1973. 

‘On January 18th, the school com- 
mittee in a 42 decision decided to 
seek a waiver from the state Jaw 
mapdating kindergartens: ‘for alf 
Mafsachusetts coqmunities \tiygd £ 
September 1973. ‘ 

All interested citizens are in- 
vited to attend. For further infor- 
matign call 658-5579 or 657-7070. 


KATHLEEN CAIN WILL WED 
STEPHEN J. PARSONS 


The engagement of Kathleen A 
Cain has been announced by her 
parents, Mr. and Mrs, Fred D. 
Cain of 19 Clark St., Wilmington. 

Her fiance, Stephen J. Parsons, 
is the son of Mr. and Mrs. Walter 
Parsons of 4 Marion St 
Wilmington. 

The wedding date has been set 
for June 


Dick Thackery 
From Front Page 

Authority since 1969 and is 
currently treasurer. He is a past 
chairman of the Wilmington Heart 
Fund Drive; past master 
Friendship Lodge A.F. and-A.M. 
and past Patron Acacia Chapter, 
Order of the Eastern Star, He is a 
former member of the Wilmington 
Safety Advisory Committee and 
first vice president of the 
Wilmington Lions Club. 

Tile following are areas that Mr. 
‘Thackeray plans to examine: 

1. A critical situation exists in 
Wilmington, in that we have a 
generation of youngsters who can 
neither read nor write. While 
experimental programs are 
necessary for growth, he feels that 
a greater emphasis should be 
placed on fundamentals ~ 

2. If we are to contimue to send 
less than 40%-of our students on to 


This will better prepare the 
stidents for employment im- 
_Jaediately following graduation, 


14 Oz. 
it 1.49 Sug Reatit 1.29 Sug Retail 1.29 value 79: 
H SUPER ¢ SUPER SUPER 
vawue 27 vawue 67° vawue 67° 


PICTURES OF GOWING BROOK: The Wilmington Planning Board, Tuesday 
night conducted public hearings on three proposed real estate developments, 
with up to © dozen interested: spectators in each hearing. Willis Whalen of 
resis shown above with pictures of the flooded condition of Gowir 

Brook, which he gave to the Planning Board. Chairman Bill Hooper ond 
Leahy look them over 

Gowing Brook flows under Pork Street, and abuts the Anderson Farm, which 
was @ subject of the thied of the three hearings. 


END OF MONTH SPECIALS 
THOUSAND OF ITEMS 


SUPER DISCOUNTED 
JAN. 25 thur 31 


onsale Prete 
AFTER THE COPS TOOK OFF IN PURSUIT OF THE SECOND BURGLAR: Danny 


Cotman’s truck, after it hod been righted, te get it off the first burglar 


LOWEST 


DISCOUNT 


PRICES 
7 DAYS A WEEK 


‘HEALTH & 
BEAUTY AIDS 


OPEN 9 A.M. - 9 P.M. 


OUTLET 


35 Lowell, Street - Intersection of Rt 38 & 129 Wilmington. — 
“Baby Yourself with ALKA SELTZER 


ONE A DAY 
WITH IRON 


60's PAMPERS - 12's OVERNIGHT 
(LAST CHANCE AT THIS LOW PRICE) 


LIMIT 2 


BODY ALL 
8 Oz. 


Sug Retail 1.98 


SUPER 
VALUE 


79: 


SUPER § 
VALUE 


SUPER 
VALUE 


1° 76: 


BRECK SHAMPOO 
15 Oz. 


PLAYTEX" 


BUY 2 
PLAYTEX GLOVES q 
GET 1 FREE ( 


COOL RAY SUNGLASSES 


Y2 PRICE 


Sug Retail 2.25 


SUPER 
VALUE 


SUPER 
VALUE 


89 98: 


OUR EVERY DAY PRICES ARE LOWER THAN MOST 
STORES HAVE ON THEIR SO CALLED SPECIALS 


SPORTS _- 


HOCKEY HI-LITES 


WYHC YOUTH HOCKEY 


Bantam B's (8-5-3): Coach Jerry 
McPhee’s Bantam Bs kept their 
unbeaten streak alive with a come 
from behind 5-1 victory. over 
Chelmsford last Thursday evening 
at the Youth Ice Arena. 

Both clubs came out flying and 
displayed wide open hockey 
Chelmsford broke the ice at 6:23 of, 
the opening stanza for a short lived 
10 lead. Wilmington knotted the 
score at 14:26 on a goal by Alan 
Wilson with Ken Plummer 
assisting. 

‘The middle frame was another 
period of good offensive and defen- 
sive hockey by both teams. 
Wilmington went ahead 2-1 at 7:00 
on an unassisted tally by Bob 
Olson. The final stanza started out 
as another defensive struggle until 
Wilson deflected home a drive by 
Bob Murphy (o make it 3-1. Olson 
picked up the other helper with the 
score coming at 7:23 

McPhee’s B's iced the game 
with a pair of late scores as John 
Fahey scored at 12:50 and Matt 
Donnelly at 14:28 to provide the 
final margin of victory. The win 
extended the B's unbeaten streak 
to eleven. Next game is against 
Reading 

Pee Wee A's (24-4-2)..Last 
SAturday the A’s scored at will as 
they dominated No, Reading, 6-0 
as Mike Carlin scored a three goal 

shat trick’, Coach Rossi's boys 
‘uishot their opponents by a wide 


45-3 margin: 


Other goal scoreres were: Brian 
‘Tighe, Steve Mickle. Ron Marasco 
and Bill Blaisdell. Garnering 
assists in the assault were 


Marasco (2), Greg Moultén (2), Donnie Fotey-scored a pair of 
Steve Foley (2), Paul Sullivan (2), third period markers to put the 
Jay Walden, Blaisdell and Tighe. frosting on the win. Assists were 
‘Traveling to Melrose on Sunday garnered by Greenberg (2), Jim- 
morning the boys jumped out toan my Burns, Peter Davey, Foley, 
early $0 lead enroute to a 7-3 Robinson and Dave Kidd. 
triumph over Needham. Sullivan Tewksbury outshot Wilmington by 
Foley and Marasco fired home 4 slim, 19-16 advantage. 
single goals in the opening stanza Squirt B's (7-8-1)..Coach Dick 
to offset a Needham marker. Gunn's B's came from a 3-1 deficit 
‘Needham scored. early in the toearn a 3-3 tie with Winthrop last 
middle frame to make it close at 3-' week. Mark LaLiberte scored in 
2 until PaulSullivan registered his the middle frame with John Carter 
second goal of the gamé and the assisting to give the B's a short 
eventual game winner for a 42 lived 1-0 lead. 
lead. , Winthrop came on like gang 
Moulton and’ Marasco, two to busters to score three straight 
complete another hat trick, gave third period markers for a 3-1 lead 
the Pee Wee's a commanding 7-2 only’ to have Wilmington tie the 
lead in the last period before game with two late period scores. 
Needham scored their final goal. Peter Orlando assisted by Sean 
‘This weekend the boys will see O'Donough made it 3-2 and then 
action Saturday afternoon at the O'Donoghue tied the game with 
Arena with a 3:20 game against Orlando assisting. 
Tewksbury while on Sunday mor- Wilmington was outshot by a 
ning they travel to Melrose to take wide margin but once again 
on Wakefield in an 8:10 face-off. received superb goaltending from 
Pee Wee B's (10-5-0),.The B's Matty DiPasquale and “Stretch” 
whitewashed Peabody, 2-0 as Stan Storer to stay close enough for the 
Cook assisted by Steve Wingate dramatic finish 
and Ray Robson along with Dana Mite A’s (6-8-1),.Coach Giroux's 
Kidd, assisted by Steve Connolly skaters snapped their five game 
and Greg Howell registered se- josing streak with a thrilling 32 
cond peried markers to provide triumph over Arlington Monday 
Coach Mickle’s boys with the evening at the Arena, Darryl 
margin of victory McDonald fired home a three goal 
Squirt A's (3-12-1)..Coach Kidd's hat trick to pace the Mites while 
squirts tripped Tewksbury 5-0 Chris Turner (2), Bill Robinson 


behind the excellent goaltending of and Gi Boudreau garnered 
Ricky Ballou and Bobby Doucette assists ay, 


to earn the first win of the year. The next encounter for the 
‘Three opening stanza goals by youngest of the traveling clubs is 
Timmy McCann, Rich Robinson hpext Monday night at the Youth 
and Bobby Greenberg gave the A'S Arena. Wakefield will provide the 
all they needed to win. opposition in a 6:10 face-off. 


WAHL - NO CHECK HOCKEY 


Mon, Jan. 15th..Blazers over 
came a 2-0 first period deficit to 
edge the Cougars. 6-5 while the 
Generals outscored the Crusaders, 
10-8 in a twin bill at the WYIA. 
Prior-to the games EAr! Phillips 
and Jack Garden of the Cougirs 
swapped uniforms with the 
Blazers Barry Cann and John 
Gennetti in the initial trade of the 
season. Both Phillips and Garden 
seéred for their new club in the 


Cobgars. a 
Carvahlo led the Blazers &t- 
tack with two goals and an assist 
while Dave Carlson picked up a 
goal and an assist. Dana Tighe, 
Paul Cote, Jim Meehan and Ray 
Bicknell scored once each for. the 
Cougars. 
In the second game the Generals 
exploded for 5 third period goals to 
dissolve a 5-5 tie to pull out a 10-8 


cb RE ‘1 iw the opening stanza on. Arsendult and Bob Britt 


decision, Kevin Sullivan and Jim scoring a three goal “hat trick” 
Jillett led the way with three and — In a battle for first place the 
two goals respectively. Paul Generals and Blazers battled to 3-3 
Theriault, Snooky Lynch, Bob and 5-5 ties until the last frame 
Britt, Charlie Arsenault and Don when Ray Hillier, Don Currier and 
Currier also scored for the Kevin Sullivan tallied for the 
winners. Jim Brewster scored a Generals to provide the winners 
hat trick for the lowly Crusaders. with their margin of victory. 
Wed. Jan. ¥th..The Cougars Dave Carlson, Joe Duggan, Greg 
topped the Crusaders, 6-4 and the Corcoran, Charlie Ravagni, and 
Generals whipped the Blazers, 8-5 Bill Wall scored for the Blazers 
to highlite the evenings play at the Snooky Lynch tallied twice for the 
Arena. The Cougars jumped out Generals along with Charlie, 
. the strength of goals by Tom Maz- In league scoring stats releaseds 
zapica, Lou Walters and Jim by commissioner Jack Cushing, 
Meehan and the outcome was Snooky Lynch has a wide lead with 
never in doubt. 33 goals and 22 assists for 37 
John Gennetti scored his initial points. Rounding out the top five 
goal for his new team in the middle are Jim Brewster (26-14-40), Bill 
frame while Ray Bicknell and Bill Ritchie (24-16-40), John Gennetti 
Ritchie closed out the Cougar (16-23-29) and Kevin Sullivan (18- 


WILMINGTON RECREATION 


BASKETBALL 


Adults..Wilmington Ford ran 
their winning streak to three with 
a pair of wins while Newhouse 
Builders won its only outing to 
tighten the top of the men’s loop of 
the WR Hoo! League 

Entering last nights action at the 
HS gym, Ford and Newhouse were 
deadlocked for second place with 
both clubs facing formidable op- 
ponents, Ford 

was battling the undefeated 
Super-Stars while Newhouse was 
tapping off against improved 
Sweetheart plastic. 

Coach Hanna’s club had little 
trouble in whipping Sweetheart. 
74-57 and Cain's 76-56 as the Ford 
squad again displayed team 
balance as five different players 
hit for doublefigures in each win. 
Bob Noel and Steve Donahue paced 
the win over Sweetheart with 15 
and 14 points each while Mike 
Esposito and Bill Jensen tossed in 
12 and 11 each to lead the squad to 
triumph over lowly Cain's. 

Newhouse led by Jim Maxwell's 
23 and Hank Landry's 21 points 
jumped out to a 43-29 halftime lead 
and were never headed in a 97-74 
win, Bill Gustus took game 
‘scoring honors tossing 25 for Coach 


> DUNN'S 


BIKE SHOP 


scoring in the final stanza. Bruce 20-38) 
‘Sweet was the lone offensive star 
for the cellar dwelling Crusaders 
LEAGUE a | 
DeLile s quintet. 44-25 on Sunday. Ralph Peterson 
In the other encounter led the Pistons to their second 
Sweetheart upset undermanned straight win with 29 points. Scott 
Patenaude. 71-66 with an 1810 Gordon tossed in 12 points in each 
third period scoring bulge to dis- of his outings for the up and down 
solve a 27-27 halftime tie, Bob Bullets. 
Klesaris and Joe Dooley led the The Knicks extended their pre- 
Sweetheart attack with 29 and 25 sent winning streak to three with a 
points respectively convincing 5224 win over the 
Seniors..Only one game. Slumping Lakers. Vin Scifo led the 
separates five clubs after last scoring attack with 19 points while 
weekend's action and with only Dana Daniell and Paul Sferrazza 
three weeks to go on the schedule chipped in with 12 Ind 10 each 
the playoff spots are really up for Junlors..The Patriots continued 
grabs. Only Paul Kritter’s Royals on their winning ways with a 27-16 
have any breathing room as they triumph over the Chargers and for 
lead the runner up Knicks by two the first time in a while the Pats 
games. but after that as the stan- jumped out to an early lead and 
dings indicate it's wide open. maintained it throughout. John 
The Royals had to come from Smith and Steve Hunter led a well 
behind to whip the Celtics in over- balanced attack with 9 and 6 points 
time. 37-24 for their fourth straight respectively 
win. Coach Maxwell's Celtics led -The Cheifs snapped their five 
105, 18-14 and 23-21 at the three game losing skein with an exci 
period mark only to have the 26-24 win over the Broncos. 
Royals battle back to tie the game Billy Liston tossed 14 
at 31-31. In the extra frame Bob  poinis for the winners while little 
Burns scored four of his final 16to Jimmy Marsi scored 14 points for 
provide the Royals with their even- the Broncos. 
tual margin of victory Intermediates:..Tufts tumbled 
In other games the Bullets split. rq. 32-10 and Harvard belted 
bowing to the Pistons, 41-90 0n Yate, 17-4 
Saturday and whipping the Lakers, 
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334 Main Stre 58 - 4621 
DEPENDABLE-SERVICE FOR 40 YEARS 


HOW THEY STAND 


STANDINGS ON MONDAY AM JANUARY 82 = 


| 


| 


Sprites > 
Checkers ...., Wis 2a 
Buckaroos +e 
Roadrunners e441 
Gulls ..... - 52 6 
Blades : e624 
Rockets: $98 10 
Blazers so 6 
Spurs. 3 6 
Aces 12-11-25 
Braves eet 
Reds Ee 
Bears . +69 16 
Barons & 742 
Clippers +82 10 
Americans +a 9 
Voyageurs 2 6 
Pee Wes 
Kings 1% 140, 26 
Penguins 33 19 
Canucks TEL 1S 
Sabres - TELS 
No. Stars 6210 
Seals +6210 
Bives 1103 5 
Flyers. O22 2 
Bantams 
Red Wings 42 18 
Bruins 41 17 
Leats T4216 
Canadiens 152 16 
Hawks 383 9. 
Rangers 392 8 
Midgets 
Cougars 51 17 
Generals 6 44 16 
Tigers 6 53°15 
Jets +100 8 


LAST WEEK'S RESULTS 


Blades 0, Checkers 0 
Spurs 1, Gulls 0 
Roadrunners 1, Rockets @ 
Buckaroos 3, Blazers 1Aces 4, 
Bears 1 

Braves 1, Voyageurs 0 
Clippers 2, Reds 2 
Barons 2, Americans 1 
Kings 3, Blues 1 

No, Stars 3, Seals 2 

Canucks 5, Flyers 1 

Lents 15, Rangers 1 
Canadiens, 6, Red Wings 4 
Bruins 4, Hawks 1 
Generals 6, Jets 3 
Cougars 6, Tigers 3 


NEXT GAMES @ ARENA 


Pri, Jan. 26th 
Kings vs Seals (5:30 am) 
Blazers vs Roadrunners (5:20 


pm) 
Blades vs Gulls (6:10) 
‘Checkers vs Spurs (7:00) 
Buckaroos vs Rockets (7:80) 
Flyers vs Sabres (10:00) 
‘Canadiens vs Hawks (11:10) 
Sat, Jan, 27th 


‘Americans vs Clippers (7:30 pm) Ng. W 
kn es = Sh 


Bears vs Voyageurs (9:10) 
Barons vs Reds (10:00) 
Cougars vs Generals (10.20) 
Bruins vs Rangers (11:00) 

Jets vs Tigers (11:20) 

Sun. Jan. 28th 

Canucks vs Sabres (5:00 am) 
Wed. Jan, 3ist 

Blues vs Penguins (8:50 pm) 
‘Thurs. Feb. Ist 

Bruins vs Leafs (5:00 am) 


Detato, 223; Sam Jacobus, 215; Mary 


Troiano, 180; Lorraine Burt, 178 and 
A Jean Knight, 174 


Mi 
Stop & Go 
‘Coombs Furniture 
¢ Cleaners 
Teal te. Gn) 
No. Wilm. Pharmacy 
Chempro é 
American ‘Travellers 
‘The Spares 


Detato, 579; Joseph Trolano, $53; 
Lorraine Burt, 487; Jean Knight, 483 
jand Mary Troiano, 474. 


LEAGUE BASKETBALL 


Intermediates 
Harvard 
Tufts 
Yale 
MIT 


eres 


Last Friday evening 
oo 
er 42] the Wildcats jumped to an early 
poe laa | first Yead and went on to 
Curprs 24 | drub’Austin Prep, 80:73 in a foul 
Raiders 24 | filled contest. Over 70 fouls were 
Chiefs iy called in the loosley played contest 
Is ore | 
sired a Jan. 19, 1973 
Bullets: os 12 19:19 273 
Pistons uM 27 14-20 19-80 
Lakers peeks 5} 
Celtics uu 
Adults and neither club shot very well 
SuperStars... 40 | from the charity stripe. The 
Wilmington Ford * 41 | Cougars were 19 for 43 while the 
pes areal c 23 Wildcats hit on 28 of 48. ti 
Patenaude & Sons u 
sos 7 | game ever. tossing in 24 points 
Cain's Reps while hauling down 14 rebounds. 
: Phil Morrisey scored all of his 13 
NEXT GAMES, points in the final stanza when 
Sat. Jan. 27th Austin got close. Probably Phil's 


best performance to date as he hit 
on 6 of 9 field goals while pulling 
down 10 rebounds. 

Ray Noel chipped in with 10 
points while Bob and Doug Stewart 
scored 12 each to aid a well 
balanced attack. Pat Simmons 
took game high scoring honors 
tossing in 15 points for the 
Cougars, but it was*not enough 
down the stretch 

Tuesday the boys traveled to 
Lowell to take on St. Joseph's for 
the second time this season and the 
Crusaders edged the Wildcats, 75- 
74 in the closing moments of the 
game. 


‘Tufts vs Harvard (1:00-N) 

Yale vs MIT (1:00-W) 

Patriots vs Raiders (1:00-HS) 
Jets vs Broncos (2:00) 

Knicks vs Bullets (3:00) 

Lakers vs Royals (4:15) 

Pistons vs Celtics (5:30) 

Sun. Jan. 28th 

Celtics vs Lakers (6:00-HS) 
Patenaude vs Super-Stars (7:15) 
Newhouse vs Wilm. Ford (B:30) 
Wed. Jan. 3ist 

Broncos vs Patriots (6:00-HS) 
‘Sweetheart vs Super-Stars (7:15) 


ware Bob Stewart played a super 
game hitting for 22 points’ while 

Blazers 1463 31 | turning in a good floor game. bob 

Generals 15 7-1 31 | fouled out with 2 minutes to play in 

Cougars M75 77 

Crusaders, S162 12 


TLDCAT TALES 


WILDEAT TALES (Ri. 


Foul line problems hurt the 
Wildcats as they hit on 4 of 12 com- 
pared to 17 of 31 by the Crusaders. 

Ray Noel and Bob Stewart were 
outstanding defensively in the first 
half. The Wildcats led throughout 


Jan. 23, 1973 


St. Joseph's 18 19 20 18-75 
Whideats 20 28 18 11-74 


until the last two minutes when 
they committed some costly tur- 
novers, but it was a very exciting 
game from a spectator view point. 

Coach Miley's jayvees split both 
of their outings and are not 5-6 on 
the year. ‘The JV's lost to Austin 
despite an 18 point performance by 
Bob Burns. On Tuesday a strong 
team effort led to a 44-33 triumph 
over the Crusaders JV's 


‘The WHS freshmen basket 
ball team hopes to get back on the 
winning track this Friday against 
Tewksbury, after spending a 
rather dismal two weeks. 

In a lackluster loss to 
Chelmsford, 69-38 and a 
frustrating 51-47 last minute defeat 
at the hands of Andover East Jr. 
High, Scott Gordon made some im- 
portant contributions. 

Despite the steady play of Barry 
Foster, inconsistent play resulted 
in a disappointing 57-47 loss to a 
subpar Billerica squad and the 
Wildcats are now 1-4 on the season. 


RAY NOEL: With @ jump shot scoring 
twa of the 20 points in lost Friday's 
trivmph over Avitin Prep. 


NEXT GAMES @ ARENA Icemen supper defeat for initial 


Mon. Jan. 29th 
Generals vs Blazers (10:20 pm) 
Cougars vs Crusaders (11:25) 
Wed. Jan. 31st 
Crusaders vs Blazers (10: 
Cougars vs Generals (11:10) 


aA & 


MERCHANTS NO, WILMINGTON 


Andover jumped out to a 
quick 3-0 first period lead and went 
on to defeat the Wildcats 7-4 thus 
handing Coach Fessenden’s 
icemen their first loss in MVHL 
competition this season on 

January 17th. 

Three second period goals by 
Frank McLean, Dana Mullarky 
and JObn Harrison, all within a 
minute and a half put the Wildcats 
within a goal at4-3, but ther was a: 

2clogp.asithe, score was ty be. An- 

dover increased their lead to 6-3 

b sored his second 

of the gamé on a power play effort 

early in the last frame. 

Saturday the varsity bounced 
back with a late game rally toedge 
the Lions, 3:2 to remain close to 
: 14} the league leaders in the tight 


pm) 


gtr I 


yet) 


time... 


MVHL standings. Dana Mullarky 
tied the game with just under four 
minutes left and freshman Dan 
Burns tipped home a McLean pass 
seconds later to provide the Wild- 
cats with their fourth seasonal 
win, 


Wed. Jan, 17th 
Wildcats 3314 
Andover 3.227 


(A) Inman 
(Serro, Howe); 17 (A) Flannery. 
| ADMabab yb: 95i0.680° Laman >: 


(Aa Re, Flannery 


(Driscoll, Smith) 1:34; (W) 
McLean (Mullarky, Hartison) 

(W) Mallarky (Harrison, 
; (W) Harrison 
(MeLean) 3:47; (A) Murname 
(un, 10:29, 


Third Period: (A) Flannery 
(Christopher) 2:31; (W) Harrison 
(Trickett, Mullarky) 4:36; (A) 


Farnham (Seero, Inman) 6:17 
Shots: Wilm. on Hubbell 4.7,6- 
17: and on Devlin 9,10;11-90, 

Sat 


Sat. Jan. 20h 
Wildcats O14 23 
Chelmsford 1018 
First Period: (C) Morris, 

(Cabral) 4:41 

; (WW), McLean 

(6) Morrie 
(MacNeil, Cabral) 6:20; (W) 
Mullarky (Trickett, Harrison) 


8:07; (W) Bruns (Tighe, McLean) 
08 een 
Shots: Wilm. on Cincevech 

610.622: Chelmsford on Devlin 


amie R ST) 


High Series: Cliff Knight, 595, Dick 
Trackmen display team eff 


The varsity indoor track 
squad split both of thelr recent 
N.E.L-TL encounters to bring their 
seasonal record to 42. Last 
Friday the Wildcats lost to No. 


High Game: Cliff Knight, 231; Dick 


Austin Prep H 


i-Lites 


AUSTIN PREP HOCKE’ 


The Austin Prep hockey team 
broke into the win column when 
they defeated Tewksbury High, 
School 42 last Wednesday at the 
Billerica Forum. 

Steve Swanson of Burlington, , 
senior center, scorad a goal in 
each of the first two periods to 
pace the Cougars in their first) 


Merrimack Conference win, pletely turned against Austin as 


Teammate Bill Turner of they were literally blown off the 
Austin zit 4 Billerica la 
Tewksbury 110 2 Austin etree Se 


Wilmington had a big night with @ ice by league leading Billerica 91 

goal in the second period and three Austin's league record is now 1- 

assists. 61 
Last Saturday, the tide com: 


REDMAN SCALPINGS 


Hoopsters 
snapped 


win streak 
joach §Romano's 


¢ Suprising Redmen basketball 
ting quintet saw its ten game win skein 


go down the drain Tuesday night at 
Andover as the host Golden{ 
Warrior five topped the Redmen, 
73-47. 

Last Friday evening the varsity 
whipped Methuen, 78-46 for their 
seventh straight MVC triumph as 


Joe Lewis popped in 12 points 
while Jim Meuse and John 
Bachellor chipped in with 10 each. 


IF YOU DRINK WHEN 
YOU DON'T WANT TO 
THAT'S OUR BUSINESS 

ALCOMOLICS ANONYMOUS 
Write to 
2 Lourie Rood, Tewksbury 


SNOW 
PLOWING 
And/or Removal 


Commercial 
Parking Lots 
Apartments 


851 - 2652 


Wrestlers win two..The Redmen 
wrestlers posted their initial 
shutout in the history with a 66-0 
drubbing of Lawrence Voke last 
Friday to bring their seasonal 

{ record to 6-3. Earlier in the week 

the boys topped Westford, 30-25. 
The matmen recorded nine pins 

and four decisions enroute to its 

easy triumph over the Reggies. 


Pucksters drop a pair..Coacn 
Corbett’s icemen came up flat in 
their two most recent MVHL en- 
‘counters, bowing to Austin Prep 
‘and Andover. The Redmen lost to 
the Cougars, 42 when they could 
not put together a sustained attack 
‘awhile the league leading Golden 
Warriors proved to be too much‘ 
fjast Saturday whitewashing the) sive Gessner, Gary Erskine, Br- 
‘varsity, 20. pun White, Jeff CArson, Ted Fan- 
Hy tini, Bill McCann, Steve Flagg, Joe 

Rouz and Jim Looney all disposed 
it of their opponents before time 
q expired. 


A Jackson Home 


CUSTOM HOMES - GARRISONS 
BANKMENTS-<RANCHES - CAPES 
REEZEWAYS - GARAGES, ETC. 


JAGKSON BROS. INC 


fort. 


Reading, 47-39 ini the final event of 
the day, the relay on a mixup in an 
exchange of the baton. 

Tom Aprile again broke the 
school record, the third time this 
season he has done so, for the 300 
yard dash with a time of 36.1 
Tom's previous mark of 36.2 was 
set on January 12th against 
Shawsheen. 

Rick Barry snapped the school 
record for the 45 yd high hurdles 
with a sparkling time of 6.2 to 
break his brother Jack's mark of 
6.2. Other firsts were garnered by 
‘Tim ‘Nee (600), Tan Macinnis (1- 
mile) and Doug Spring (2-mile). 

Tuesday the boys turned in a fine 
team victory, 4541 over tough 
Lawrence Voke, highlighted by 
Jim Murphy's strong 2:31,9 in the 
1000 to defeat Messined of Voke 
and a very smart race by lan 
Maclnnis (this decided the meet) 


in the mile with a time of 4:57.9. 
Tan jockeyed for position with 
Sheehan and Guerard of Voke for 
the first 9's laps of the 11" lap 
race. then took the lead in a 
driving finish over the last 300 
yards. 

Rick Barry's 6.3 was his fastest 
winning effort in the hurdles. 
Aprile (300), Spring (2mile) and 
Bob Reid (shot put) were not 
pressed in their victories as the 
Wildcats picked up 30 of the possi- 
ble 50 first place points. 

‘The Reggies gained a wide 18-9 
second place point advantage, but 
the Wildcat depth game Coach 
Kelley's crew a 6-3 edge in thirds 
Paul Sferrazza, Bruce Bishop, 
Steve Coursey. Chris Nee, Don 
Capone and Rick McCully gained 
the all important thirds to aid the 
eause. 


CLASS 


Also available os pendant 


for all students of 
WILMINGTON HIGH 


with chain, for the perfect gift! a 


Order Yours Now! 4 


RINES 


Vive la difference 


TOWN CRIER TEWKSBURY, 


THS teaches , wordworking with a Difference 


Many girls at Tewksbury 
Memorial High School. daydream, 
of becoming movie stars, or at 
Jeast Ryan O'Neill's girlfriend. 

Others dream of a career in 


fe as’ a: carpenter 
might be. Not a carpenter's wife. 
A cai iter, 

Terry is one of 15 members of 
her sex who will soon the 
high school’s first semester-long 

ing course for girls. 
‘others in her class, Terry 
isn't latking in femininity. She just 
finds the course both interesting 
and creative, a change of pace 
from her other studies. 

Dana Andrews, the school 
woodworking teacher, thought 
girls might welcome a chance to 
work with their hands when he 
first dreamed up the course last 
spring... Andrews got permission 
from school authorities to ask the 
girls if any wanted to take a six- 
week mini-course in woodworking 
instead of daily study periods. 

"Even though the course offered 
no credits, 60 girls signed up, 
although we could only take 15, An- 
drews recalled. “At the end of the 
six weeks, we had the girls fill out 
questionaires on what they did or 
didn't like about, the way we ran 
the course. We used, their 
responses to help plan the program 
we have now. one halfsyear course 
in the fall and another ‘in the 
spring. 


‘Teams teach 
We use a modified team 
teaching system. I teach 
woodworking, but if the girls are 
interested in any of the other in- 
dustrial arts, other teachers come 
in on their own time and show the 
girls what they want to know. The 
course is really open-ended. 

‘Our main goal is to show the 
girls how to use tools they might 
find around the house. Each day 1 
also try to give them a little tidbit 
on how they can do some odd job 
around the house, like where of 2 
wall they should hammer a nail (or 
a picture, or even something out- 
side woodworking I might know, 
like what type of fertilizer to use 
for a certain type of plant. 

“Norris O'Brien, who teaches 
automobile mechanics and foun- 
dry, has helped the girls several 


4 dead automobile battery, and he 
‘came in and showed how,to main- 
tain a car and how the individual 
parts worked. Another time, he 
showed the girli about foundry 


With EVERGREEN 
‘on your account. 


And the price |s right . 


thi 
plans . 


‘application . 


COMMERCIAL 


you up write your own loan . 


deducted trom your account 


‘work, and they made leaded win- 
dows. It isn’t often a girl gets a 


ly 
chance to Tmoltén metal and” doing, 
Metal work too 


by several girls in Andrews’ class, 
the course is one of their favorites, 
and they don't feel their ferninimi- 
ty is threatened by studying hither- 
to secret male skills, 

Enjoys class 

Terry. Reynolds admitted, “1 
enjoy the class. If I was going to 
cut a class, it wouldn't be this one. 
I'm not interested in home 
economics, and I can't sew, but 
now that I know something about 
woodworking, I'm thinking of 
going more into it, Lcome back in 
my spare time to do things on my 
own. I prefer woodworking, but 
I've also made an aluminum cross 
too. 

“When I mention the course to 
guys. they're kind of stunned, but 
they get used to it. The girls I've 
\talked to from other towns either 
don't believe me when T tell them 
I'm taking woodworking, or they 
think its good and say they had it in 
their schools. 

“Who knows, maybe someday 


I'l be @ carpenter or something.” 


Learns about tools 

Susan Sutherby, of 18 Pinewood 
Rd.. admitted, “I always liked 
working with my hands, and I've 
always helped my father with odd 
jobs around the house. Now I know 
how to use a jigsaw, soldering 
guns, electric drills, sanders and 
all sorts of hand tools. 

“The boys think I'm cracked for 
taking the course, but I really 
enjoy it, and it’s done me a lot of 
good. When my boss at Astro Cir- 
cuits learned I was interested in 
soldering, he put me into soldering 
terminals and circuit bonds. I may 
even take woodworking after I get 
out of high school,” 


Judy, Hoffman, of 72 Brentwood 
Rd. 6aid,."" Maybe Tm a women's 
libber or something, ‘but'T’ telly 
enjoy it. It’s creative, we have a 
say in what we do, and if a guy can 


NOW YOU CAN WRITE YOURSELF A LOAN OF UP TO ‘500 OR EVEN *5000 — 
Evergreen . .. for all seasons 


and reasons: 


you'll have a built in cash reserve to back 
. . Just by writing @ regular check 


your cash reserve doesn't cost you @ 
cent until you use it). .only when you use it, is @ FINANCE 


imposed, and\the FINANCE 


CHARGE will be at the ANNUAL PERCENTAGE of only 12% .. 
is tower than most department store and charge card 
‘and your monthly payments will automatically be 


. NO fuss, ... no red tape. 


Call us of drop into any of our offices and we'll give you an 
just five minutes of your time and you may 
have that little extra you need in an emergency, 


THE 
BANK 


* COMMERCIAL BANK AND TRUST” 


do something, te if 
“My Gettin tie what Tm 


“1 think it is really useful. Some 
day I may have an apartment of 
my own, of live away from home. 


refurbish it and make a place real- 
ly nice.” 

Debbie Leo, of 1 Green St.; said 
she signed up for the class because 
it was different, and she wanted to 


made make things. “Now my girlfriends 


say “Make me this,’ and make me 
that," she said. "I haven't got 
enough time to make all the things 
they would like. 

‘I've made a corner shelf, 
stools. candle holders, a box and a 
miniature baseball bat. It is a real 
good course. The way it's run, 
people get'to do what they want. 
‘One person is doing one thing, and 
another is doing something eise.” 

Prefer all girls 

Of the girls interviewed, only 
Ms, Sutherby said she would like to 
see boys included in the girls’ 
woodworking class. She said they 
might be able to help the girls in 
their studies. The other girls 
either feared the boys might help 
them so much they wouldn't learn 
much. or the boys’ previous 
training in industrial arts would 
Fesull in lower marks for the girls. 


Andrews had nothing but praise 


for the girls. “They are reall: 


motivated.” he said. “I know that) 


by just mentioning some project or 
showing them something, a certain 


percentage will really get into it} 


right away. They get stimulated 
very easily. ‘The boys would be, in 
the’ same situation, largely half- 
hearted. 

‘One of the best things ever 
made by anyone ip “ny of my 
classes was Susan £ ,erby’s doll 
house. It wasreall, remarkable, 


CARD MARINE 


Motor Winterizing & Storage 
Factory trained mechanics 


REPAIRS AND TRADES 


Pe 


MALE SKILLS AREN'T SO MALE: Debbie Leo, left, 
con learn @ thing or two about operating @ 
Sounders 


detailed piece of work 


It is amazing how the girls will 
household 


remember some of the 


tips I give them. If I gave a lec- 


ture on something, they might not 
remember it, but they always 


remember those tips. 
“The course has been 


successful that next year we hope 
to expand it to four or six sections 
instead of the two we now have. 
Instead of just seniors being eligi: 
ble. we hope juniors will be able to 


take it too.” 


Class Reunion 


mation call: 


Dick Allard 658-3526 


Mercury motors, MerCruisers 
Glossmanter Beats - Ski-Deo Snowmobiles 
632 Main Street, Winchester Center 
729 - 9070 24 hr. phone 


A NEW SERVICE 


CASH RESERVE ACCOUNT 


C1 Christmas bills 

0 on batts 

DD Twition vints 

(0 Insurance premiums 

10 Vacation costs 

C1 Miscettaneous Expenses 
OO Medical bits 

CO] Dental bitis 


O Car repatr bits 

1 Back-to-schoot costs 
O income tax bilis 

D Property tax bitts 

(7 Atumai tund pledges 
O Appliance purchases 
1 Ciothing bitts 


C1 Sate opportunities 


240 MAIN STREET 
WILMINGTON MASS. 
TEL: 658-9131 


The Wilmington Class of 1963 will 
hold a special class meeting 
January 30th, 7 pm, Room 112, 
High School for all members of 
the class to make suggestions and 
help organize. For further infor- 


ANILMINGTON: 


é 
THURSDAY JANUARY 25, 1973 


¥ 


ond Gremdn Howe find they 
igsow from Seller tedden! Lindo 


SATURDAY DEADLRGS Fen. 
TEWKSBURY CANDIDATES: 


The deadline for filing nomina- 
tion papers with the town clerk in 
‘Tewksbury is Saturday at 5 p.m 

Although more than a dazen per- 
fons have taken papers to seek 
Romination signatures, Town 
Clerk John E. Hedstrom said 
Wednesday only a few papers had 
been returned as of that date. 

As of Wednesday night, no one 
had announced his candidacy in 
this newspaper for a seat on the 
board of assessors, the regional 
technical school committee, the 
housing authority, the trust fund 
commission, the water commis: 
Sion and one of two seats to be con 
tested on the trustees of the public 
library 

Ip addition, only Donald Cook 
has announced his candidacy for 
the town planning board, and no 
‘one had announced his candidacy 
for auditor. 


Births 


CULLEN: Timothy Paul, fourth 
child, fourth son to Mr. and Mrs. 
Michael Cullen of Lawrence St., 
Wilmington on January 2nd at 

wwrence Memorial Hospital 

Grandparents include Mr. and 
Mrs. H. Palmer Blake of Mashpee 
and Mr. and Mrs, Michael J. 
Callen of Medora 


so 


FLYNN: Cynthia Mary to Mr. 
and Mrs, James E. Flynn of Spring 
Court Ext., Woburn on January 
Uth at Winchester Hospital 

Grandmother is Mrs. Helen 
Flynn of Federal St... Wilmington. 


DALEY: James Dennis, second 
child, first son to Mr. and Mrs 
dames. Daley of Grove St 
fewksbury on January 12th al 
Winchester Hospital 
Grandparent honors are shared 
by Mr. and Mrs. Dennis Flor of 
Stoneham and Mr. and Mrs. 
Russell Daley of Reading 


THE FRESH SPOT 
COLONIAL PARK MALL 


JUNCTION OF ROUTES 129 and 38 


COLD CuTS 
AND DELICATESSEN 


FEATURING THE LARGEST SELECTION 


AMERICAN, JEWISH & 
FARM FRESH FRUITS AND ITALIAN COLD CUTS SOLD 
VEGETABLES ANYWHERE IN THIS AREA! 


REFRIGERATED AT ALL TIMES. ENJOY YOURSELF SELECTING YOUR 
OWN PRODUCE - A JOY TO THE PALATE AS WELL AS TO THE BEHOLDER! 


NEPCO - VERY LEAN Strictly Fresh - Dozen 
Sliced Bacon —_Native Eggs 


PREMIUM QUALITY 69% oz. extra Large 


¢ 
93 Lb. Save 21¢ Lb eS ven 


Old Fashioned - 2 Lb. 
Dutch Loaf 
55‘ 
Old Tyme Flavor - 


save 20¢ Lb. 
Genuine - Extra Sharp 


Cheddar 
Cheese 
iv 99 


New York Style 
- Save 20¢ Lb 


L SALE - 2 GAL. 
Holland House 


Orange Juice Ice Cream - 79: 


¢ All Flavors - Top Quality - 
QTs. 3/99 Save 20¢ 
Save 21¢ 


Ce ht 
CAINS FAMILY PACK 
100% Pure Concentrated 


e 
GENUINE ITALIAN Potato Chips 


The Kids Love Them 
Genoa Salami 1202 Pkg. AQ 


FRESH FRUITS 
AND VEGETABLES 
YOU WILL LOVE OUR 

SERVE YOURSELF 


FAMOUS BRAND 


55° vib. save 4c Lb. 
Genuine - No Finer Made 


Sliced American 
Bread = 5/*1” 


16 Oz ‘Loaves : 
Made by Nissens - Save 40¢ SPECIA 


Sunnyhurst Farms 


Save 10¢ 

¢ —_—_— 
V2 Lb. 95 California’s Finest 
Famous Avanti style - NAVEL 


Save 20¢ Lb. 


ORANGES 
10/79: 


Top Choice - Seedless 
72 Size - Save 30¢ 


Florida’s Best 
Indian River Grown 


Seedless 
Grapefruit 


6/59: 


Red/White - Lg. Size 
- Sav 


JUMBO SIZE 
Temple Oranges 
10/79 


GENUINE ITALIAN 
Cotto Salami 
vob. 95° 


Corando Premium - 
Save 20¢ Lb. 


YOUR CHOICE 


Polish Baked .- 


Chicken Loaf 
i. 85° 


SAVE 14¢ Lb 
GOLDEN RIPE 


¢ 
Bananas 10° ., LOADED WITH JUICE 
POPULAR BRAND Extra Sweet - Save 20¢ 


The FRESH SPOT |... TALK Of The TOWN 
THE FRESHEST SPOT IN TOWN! 
NO FINER QUALITY FRESH FRUITS - VEGETABLES - COLD CUTS 
AND DELICATESSEN SOLD ANYWHERE! 
We Specialize! Pay No More for The tt Compare! 


HIGHEST QUALITY - SENSIBLE PRICES - PLENTY OF EASY PARKING! 
We are Open Seven Days A Week! 
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NEW YORK 


SIRLOIN STEAK 


» 1.29 
» 1.89 


Ni. Y. SIRLOIN iB 1 59 


Repeat of a Sellout! 
ARMOURSTAR _ 8- 1018. AVG. 
SELF - BASTING ; 49: 
TURKEYS 8 


SHORT CUT 


RUMP STEAK 


FOR A CHANGE IN MENU 


FRESH FILET OF SOLE is 1 29 


FRESH ¢ 
SHUCKED OYSTERS » 1 89 


song D/ I 


FROM OUR 
BEVERAGE DEPARTMENT 


ors 4/89 
3.49 


INTRODUCTORY PRICE cix pack 


PIELS LIGHT BEER 102, O9 


HOOD'S SWISS STYLE 


YOGURT 


CANADA DRY 
ORANGE TONIC 
OR COLA 


ONE PINT, No Return bottles 


BUDWEISER BEER case 


TOWN CRIER TEWKSBURY /WiLMi 


- ON THE COMMON 

e 
Wilmington will 
celebrate Peace 


Wilmington intends to do up Mr. Nixon's peace, and 
to do it well. There will be a parade, with bands, star- 
ting at the Police Station, Saturday night and ending at 
Wilmington=Common - or, in case of inclement 
weather, at the Congregational Church, where exer- 
cises will be held. 

Everyone in Wilmington, whether or not they par- 
ticipate, is being requested by the committee to turn 
on their front porch lights at 7 pm. The committee 
consists of Town Manager Sterling Morris, the 
Wilmington Board of Selectmen, Chief of Police Paul 
J. Lynch, Lillian Perdicaro, Barbara Larson and Joe 
O'Neil. 

Paraders will form up at the Police Station at 6 pm, 
George Boylen, chairman of the Board of Selectmen 
and Rep. Fred F. Cain are to be the parade marshalls, 

The military organizations of Wilmington have been 
invited to participate as have Boy Scouts, Girl Scouts 
and Campfire Girls. 

‘There will be coffee and donuts, too. Great idea! 


$8 M Gain by 


Melrose-Wakefield Truct Co. 


‘The year 1972 was reported the 
busiest ever in the long history of 
Melrose-Wakefield Trust Company 
by President Robert L. Ramsdell 
at the Bank's Annual Meeting held 
last week in Wakefield. In a 
remarkable report of gains for the 
Shawmut Association bank 
Ramsdell cited a year-end 
checking account deposits of $30,- 
894.688, an increase of $3,313,675 
over December 31, 1971, and a 
savings deposit growth of a record 
52% over the same period to a 
year-end total of $13,694,350. 

“The chronicle of last year's 
events reads like the summary of 
any previous five years”, said 
Ramsédell. In summarizing for the 
Directors, the President went on 
to remind them of the move last 
March in Wilmington from tem: 
porary trailer facilities into their 
new, modern building at the Lucci 


Shopping Center. At the same 
time, he reported that in commen- 
ting on new building during 1972 in 
Wilmington, The Wilmington Town 
Crier recently wrote, “The new 
Melrose-Wakefield Trust Company 
home on Lowell Street is just 
about the nicest of them all."” 

‘Then Ramsdell touched on the 
April 1972 introduction of single 
statement banking, a major new 
service for the Bank and its 
customers; the service that allows 
a checking account, savings ac- 
count and a line of credit to. work 
in combination with one another 
and for the activity of these ac- 
counts to be reported to the 
customer all on one monthly state- 
ment. And it was at this time that 
the Bank announced no-charge 
checking for those who keep a 
minimum of $100 in checking or 
$500 in savings. 


INGTON THURSDAY JANUARY 25, 1973 
a am 


x 


MELROSE-WAKEFIELD TRUST COMPANY SENIOR MANAGEMENT TEAM: Shown lett to right: 
W. Vik, vice president and trust officer; Robert |. Ramadell, 


In May," Ramsdell said, *‘the 
unfortunate Surety Bank & ‘Trust 
incident provided a gap in local 
bank service which precipitated 
our long range branch planning 
into overnight acquisition of two 
new offices; one in Reading Center 
and one at the Shopping Center in 
Tewksbury.”” 

‘The rapid growth pattern out- 
lined resulted in the fall appoint- 
ment of John W. Kane as 
Executive Vice President and 
Senior Loan Officer. Mr. Kane 

¢ to the Bank from the 
National Shawmat Bank of Boston 
where he is a Vice President in the 
Banking Division. Other officers 
newly elected in 1972 include: 
Robert A. Bangs, assistant vice 
president in loan administration, 
Kenneth J. Garland, assistant vice 
president im marketing, Muriel 
Waybright, assistant treasurer in 
operations and Allen J. MacPher- 
son, assistant treasurer in branch 
administration. 

Re-elected as Directors of 


Melrose-Wakefield Trust are. 
Marcus G. Beebe, president, 
Beebee, Blakeley & Forbes In- 
surance Agency, Inc.; Russell S, 
Cary, certified public accountant; 
James R. Cochrane, president, 
Servend, Inc.; George J. Evans, 
trustee; Donald S. Greene, presi- 
dent, D.S, Green Co.; John M 
Hughes, owner, Pine’ Insurance 
Agency. 

Also, Conrad G. Keniston, presi- 
dent, Benson-Goss Fuel Corp.; 
John H. Kimball, attorney-at-law 
(trustee); Paul Lazzaro, 
Wakefield town treasurer; Paul H. 
Messer, past president, Melrose 
Trust Co.; George W. Page, presi- 
dent, Colonial at Lynnfield, Inc. ; 
Robert L. Ramsdell, president and 
chief executive officer of the 
Bank. ' 

‘And, Ernest Rotondi, treasurer, 
G. Rotondi and Sons, Inc.; Roger 
H. Wingate, vice president, Liber- 
ty Mutual Insurance Co. ; James B. 
Wiswall, Investment Securities, 
Burbank & Co., Inc.; Kenneth A. 


Worthen, owner, Worthen Food 
Mart. 

Retirement from the Bank's 
Board of two valued Directors was 
regretfully announced: William J 
Lee, local attorney and bank 
counsel, and Victor F. Schmidt, 
retired treasurer of American 
Mutual Liability Insurance Com: 
pany. 

Word of appreciation was 


expressed for the employee in- 


LEARNING DISABILITIES 
WORKSHOP 


Wilmington’s ACLD will sponsor 
‘a workshop on 


30th at 8 pm 
School on Route 129. 
Workshop will be under the ditec- 
tion of Cleo Fredette, director of 
Special Education who will in- 
troduce his staff of learning dis- 
ability tutors. 

Each tutor will demonstrate and 
explain the materials and 
techniques they use in tutoring 
youngsters with learning dis- 
abilities. ; 

‘There are surrently 70 children 
in Wilmington receiving this 
tutorial service. 

For further information call 
chapter President, Mrs. Philip 
Murphy at 658-6323, 


LYNN BILLINGS PROMOTED 


Lynn Billings, son of Mr. and 
Mrs. Weyman Billings of Strout 
Ave., Wilmington has recently 
been promoted to the rank of first 
lieutenant in the Airforce. First 
Lieutenant Billings, a graduate of 
Wilmington High School has been 
transferred from his base in 
Oklahome to a new assignment in 
Alaska. 


Jimmy's Fruit Orchard 


134 MAIN ST NORTH READING 
OPEN EVERY DAY 
‘You've Tried The Rest, Now Try The Best" 
I've Got Deals You Can't Refuse 
ITALIAN AMERICAN COLD CUTS 


Indian River Seedless 


Red, White 


Grapefruit 
9/*1 
‘Sunkist 

Oranges 


3 doz 99° 
Lg. Size” 
Tangerines 


49° Doz 


Fresh Picked From Florida 
Strawberries 


Grapes 


Hey, 
r 39° Ib 


Look Me Over. 


| FREE Mondays 10 AM 


Bowling ___ and 
Instruction Fridays 10 AM 
Available 


—_—_———_ 

For beginning bowlers only 

Register NOW for classes 
Call 664-2619 


EW ELIA’S 


SHOP THE N 
:00- MON. - SAT. 


OPEN TILL 1 


WILMINGTON’S FINEST MEAT 
ORTH WILMINGTON CENTER 


INEE-ELLSWORTH POST 2458 
VETERANS OF FOREIGN WARS 


BLITZ NIGHT MONDAY AT 8 PM 


y vd DANCE ed Abe YEAR Nursery attendent on duty 


MAIN ST. WILMINGTON, MASS. PLEASURE LANES 
DRUMS 


WIGHT TUESDAYS AT 8 PM 160 Main St. (Rte. 28) No. Reading Bs 


WILMINGTON SONS OF ITALY 
LODGE NO. 2183 


Blitz Night Wednesday at 8 P.M. XX 


Next Social 
Sat. Jan. 27, 8 


K of C Hall, Wilmington, Mass. 


Time for a clean-up loan? 


This is a good time 
to pull all those 
loose ends together 
into one low-cost 
loan. Clears up all 
the small ones. Our 
rates are lower 
than most. Service is 
fast and confidential. 


THE PLACE TO GO FOR 
CRACKERS AND CHEESE THAT % 
ARE SURE TO PLEASE! 


‘Treat your family and friends to ¥ 
cheese, beef stick, and other ¥ 
rourmet treats from around the 
world. 
toining problems with us. Try our assorted 
cheese truys, homemade hot & cold Hors d'oeuvres. 


20 cents off, on any pound of cheese, with this ad. 


7 BARNARD ST. ANDOVER 475-7121 
TOWN HALL 


Solid Iceberg 
Lettuce 


2 teas 39° 


REASONABLE 
RATES 


FAST 
SERVICE 


Commercial & 


Residential 
658-3376 R. L. BARDEN 
658-3646 54 High St. Wilm. 


Brussel 


WILMINGTON Grenills 
P’ 


MODRIVING SCHOOL 
52 MAIN ST 
Join our D.E. Class 
Now 
Students of all 


INC 


ws - Z 4 
Cynthia's Bridal Service a 
281 MAIN ST. (GARDNER BLDG) 658-4516 Ages Welcome 
FREE ALTERATIONS 65 2 


=== SAVE THIS AD=-===5 


RESIDENTS OF WILMINGTON, READING, NORTH READING 
WOBURN, TEWKSBURY, BURLINGTON AND BILLERICA 


Community Discount 


With Clipping of This Advertisement 


PARTS AND LABOR 
Scientific Service — Expert Mechanics 
Largest Service Shop in New England 


Open Daly — 8:00 - 9:00 
Serurdey TH 5:00 


WILMINGTON FORD 


Rte. 38, Wilmington—Opposite Wilmington Ploro—658-6800 
oS SS oe ee es i 


Educator All Varieties 
. Cookies 
got CIDER” 3 pags. *] 
=o 
r We Now 
Carry a 
NEW LINE 
of 


Natural 
Vitamins 


Such as 


VITAMIN E 
VITAMIN C 


(From Rose Hips) 


WHEAT GERM 
Ol 


Ete. 
Russel Stover Candies 


Harry Sandler. Kee. Ph 


NORTH 
WILMINGTON 
PHARMACY 
658-3353 


MELROSE- 


Shawmut Association Bank Member F.D.LC 
WAKEFIELD: 369 Main Street « WILMINGTON: Lowell Street (Rte.129) 
Franklin Street 


